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INTRODUCTION. 



A REPRINT of the Swiss Letters, originally pub- 
lished in the " Spectator," has been found desirable 
on more than one ground. For thirty years this 
passage of domestic strife has only been casually 
reverted to by attentive observers of political 
events, and the subject had almost dropped out 
of the circle of topics possessing a modern in- 
terest when the recent Q-erman diflSculties with 
the Catholic Church awakened the recollection of 
the Sonderbund quarrel. 

These difficulties have their origin in the very 
causes which engendered the disturbances of 1847 
among the Cantons of Switzerland. On the one 
hand there is the influence of the Vatican, sus- 
tained by the free application of its vast revenues ; 
on the other, an able and resolute representative 
of the secular power, backed by the authority of a 
puissant temporal sovereign. It is the same piece 
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playing over again, only that the theatre on which 
the drama is enacted occupies a more extensive 
area of territory. The actual dispute excites 
memories in connection with Swiss affairs, which 
memories prompt numerous enquiries for the little 
work of Mr. Grote — a work clearly setting forth 
the causes of the struggle of 1847, and explaining 
the complex nature of the political relations ex- 
isting among the members of that interesting 
Republic. 

But the original edition had long been out of 
print, and it has not been without diflSculty that 
a copy has been found to meet the demands of 
those who now desire to re-peruse the " Letters/' 
When it was determined to reprint them, it was 
deemed a fitting occasion to produce a letter 
addressed by the Author to M. Alexis de Tocque- 
ville, wherein ho takes a retrospective view of the 
closing incidents of this internecine conflict. It 
finishes the story, as it were ; and the reader will 
have the leading points more cle^irly fixed in his 
mind tliaii they would have been left at the end of 
Letter VIL 

Tlie letter it«olf wjis included among a packet 
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of correspondence restored to the writers, in 1860, 
by the heirs of M. de Tocqueville. 

This contest between the clerical element and 
the lay element — personfied in the Priest and 
the Civil Magistrate — ^is one that will in all pro- 
bability be maintained, in one quarter of Europe 
or another, for all time. The actors change, the 
conditions of the quarrel fluctuate, but the sources 
of the discord never dry up, and may, in fact, be 
characterised as sempiternal. 

H. G. 

London, March 1876. 



aZ 



V"^ 



.•- • 



I 






CONTENTS. 



-•o*- 



Letter I. 

Character of Swiss politics — The Sonderbund — The Diet 
and its Eepresentatives — ^M. Guizot's speeches and arti- 
cles — The Federal Pact — Cantonal selfishness. 

Letteb II. 

Unpopularity of the Federal Pact — Ultramontanism in the 
Catholic Cantons — Dr. Strauss' appointment resisted — 
Disturbances in Zurich — The New Constitution for 
Lucerne. 

Letter III. 

Bevision of the Constitutions of Argau and Soleure — Ultra- 
montane tendencies — Politico-religious agitation — The 
monasteries instigators and promoters of the insurgents — 
Suppression of four monasteries. 



Letter IV. 

Presidential years of the Canton of Lucerne — Contests be- 
tween the Upper and Lower Yalais — The brothers Barman — 
Young Switzerland — Activity of the Jesuits — Indignation 



viii CONTENTS. 

agaiiist Lucerne and M. Meyer at the shooting-meeting at 
Basle — ^Proposition for the expulsion of the Jesuits brought 
before the Diet. 

Letteb V. 

The Jesuits introduced into Luceime — Protest of the Great 
Council of Zurich — The Corps Francs — Extraordinary Diet 
at Zurich — ^Anti-Jesuit feeling — ^Kevolution in the Canton 
de Vaud. 

Letter VI. 

Formation of the Sonderbund — ^Revolution of Berne — Colonel 
Ochsenbein — Eevolution of Geneva — Bevision of the Con- 
stitution of Bale-Ville — St. Gttllen and its population. 

Letter VII. 

Unitary Government — Lucerne the head of the Catholic 
Clerocracy of Switzerland — The Federal Pact and the 
Sonderbund — Ameliorated management of the Communes 
— Education — Pauperism. 

Letter to M. de Tocqueville. 

Termination of the war in Switzerland — Want of resolution 
in the Sonderbund — ^Lord Palmerston's influence in Italy 
&nd Switzerland — Dismissal of the Jesuits. 



PREFACE. 



■•o*- 



Thb following letters embody the results of read- 
ing and enquiry during the course of a recent 
excursion in Switzerland. I thought at first that 
what I had to say would have been comprised 
in three letters at farthest ; but the matter has 
insensibly grown under my hands into the bulk of 
a small volume. 

The inhabitants of the twenty-two Cantons of 
Switzerland are interesting, on every ground, to 
the general intelligent public of Europe. But 
to one whose studies lie in the contemplation 
and interpretation of historical phenomena, they 
are especially instructive — partly from the many 

specialities and diflferences of race, language, 

■ 
religion, civilization, wealth, habits, &c., which 

distinguish one part of the population from an- 
other, comprising between the Rhine and the 
Alps a miniature of all Europe, and exhibiting 
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the fifteenth century in immediate juxtaposition 
with the nineteenth — partly from the free and 
unrepressed action of the people, which brings 
out such distinctive attributes in full relief and 
contrast. To myself in particular, they present 
an additional ground of interest, from a certain 
political analogy (nowhere else to be found in 
Europe) with those who prominently occupy my 
thoughts, and on the history of whom I am still 
engaged — the ancient Greeks. 

In listening not only to the debates in the Diet, 
but also to the violent expressions of opposite 
sentiment manifested throughout the country dur- 
ing the present summer, I felt a strong impulse 
to understand how such dispositions had arisen ; 
to construe the present in its just aspect as a 
sequel to the past — and to comprehend that past 
itself in conjunction with the feelings which 
properly belong to it, not under the influence 
of feelings belonging to the present. The actual 
condition, and reasonable promise, of Swiss Federal 
politics, were different in 1841 and 1844, and 
have become again materially different in 1847 : 
we have to study each period partly in itself^ 
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partly with reference to that which preceded it, 
and out of which it grew. 

A man must have little experience of historical 
phenomena to suppose that in any violent poli- 
tical contention, all the right is likely to lie on 
one side and all the wrong on the other. I have 
not disguised my conviction that both the Swiss 
parties have committed wrong, nor is my state- 
ment likely to give satisfaction to either of them : 
to shew •the prolific power of wrong deeds in 
generating their like, is in my judgment one of 
the most important lessons of history. Whether 
I have distributed praise and blame in right pro- 
portion, is a matter on which there is room for 
difference of opinion; but I shall at least help 
my readers to conceive the main points of Swiss 
political dispute in historical sequence, and along 
with their concomitant circumstances. The Eng- 
lish or French criticisms which I have as yet 
seen, rarely attempt to do this ; yet without it no 
criticism can be either equitable or instructive. 

In regard to the future, I am sparing of pre- 
dictions. Amidst phenomena so complicated, so 
full of reciprocal excitement, and so little amenable 
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to precedent as those which Switzerland now 
exhibits, a foreigner can do nothing more than 
put together the past in order to interpret the 
present. The business of prediction, as well as 
that of counsel and guidance, he must leave to 
natives; and deeply indeed is it to be wished 
that the Swiss leaders may shew themselves at 
the actual crisis not incompetent to these lofty 
functions. 

•G. G. 

London, October 14, 1847. 
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Letter I. 

Sept 4, 1847. 

Op the numerous travellers who during the course 
of every summer visit the magnificent scenery of 
Switzerland, there are not many who interest 
themselves in the political or social condition of 
the people. But in the present year, this latter 
topic has stood to an unusual degree in the fore- 
ground; and the proceedings of the Diet, which 
has been sitting at Berne for the last two months, 
have attracted more notice than ever that assem- 
bly received before, not merely from visitors, but 
from the general public of Europe. Such in- 
creased notice is indeed abundantly justified by 
the serious character which Swiss politics have 
now assumed, and by the open colKsion, seemingly 
but one degree removed from actual hostilities, 
of a majority and minority of the Diet. On the 

B 
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20th of last July, a majority, including twelve 
Cantons and two Half-Cantons, came to the im- 
portant vote, that the separate league of seven 
Cantons, called the Sonderbund, was a contra- 
vention of the Federal Pact ; directed its dissolu- 
tion; and threw upon the Cantons composing it 
the responsibility of all the consequences of dis- 
obedience. Those Cantons — Lucerne, Friburg, 
Bchwytz, Unterwalden, Uri, Zug, and Valais — 
have not only protested against this decision, and 
refused to obey it, but have even persisted, and 
are still persisting, in military preparations, for 
the purpose of repelling any attempt on the part 
of the majority of the Diet to enforce its decision 
by arms. As yet, no proposition for forcibly 
executing the sentence has been submitted to the 
Diet, whose sentence of condemnation against the 
Sonderbund has been formally proclaimed, but 
remains unexecuted. It has been followed up only 
by one or two other resolutions against the Son- 
derbund, adopted by the same majority. A supply 
of arms and ammunition, sent by the Austrians 
from Lombardy to the Cantons of the Sonderbund, 
but detained by the inhabitants of Tessin in its 
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passage through that Canton, has been placed 
under sequestration by order of the Diet, in the 
hands of the Gk>vemment of Tessin : the Cantons 
of the Sonderbund have been formally admonished 
to discontinue their military preparations : more- 
over, a Commission has been nominated to examine 
and communicate with such oflficers of the Federal 
military force as hold commissions under the re- 
fractory Cantons ; and a resolution has been passed 
by the Diet, to dismiss them from the former 
unless they voluntarily renounce the latter. * Still, 
no real progress is made towards the dissolution 
of the Sonderbund ; which continues inflexible- 
obstinate, and even insolent in the language of its 
Deputies — and unremitting in its warlike pre- 
parations. Presently the Diet will also pass a 
resolution, by the same majority, directing or 
inviting the expulsion of the Jesuits from Switzer- 
land : but this resolution will meet with the same 
angry opposition, and the same proclaimed dis- 
obedience, as the others. 

How long such open dissension can continue, or 
l)y what steps it will be brought to a close, no 
reasonable paan will venture to pronounce. But 
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it is most certainly grave and menacing : it is 
pregnant with the possibihty, not to say more, of 
civil war in Switzerland, and with the further 
possibility of foreign interference in that country. 
Assuming even that such interference does not 
take place, the sympathies of Europe are of no 
mean account in reference to every individual 
country; and it is therefore worth while, to form 
some rational estimate of the direction which those 
sympathies ought to take. The causes of what 
happens in a Swiss Diet are not a little compli- 
cated : for that assembly represents the result of 
what has been done and felt in each of the twenty- 
two Cantons — each a little political world, distinct 
from, though sympathising with, the rest. Swit- 
zerland consists of twenty-two Cantons, each 
having one vote in the Diet, though there is the 
greatest inequality between them in wealth and 
population; Berne containing about 430,000 in- 
habitants, and Zurich about 230,000, while Uri 
comprises only 15,000. Each Canton is inde- 
pendent and sovereign, except in so far as it is 
bound by the provisions of the Federal Pact, or 
by resolutions of the Diet in fulfilment of and in 
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conformity with the Pact. Indeed, even this mul- 
tipKcity of elements does not represent the full 
complexity of Swiss political aflfairs : for three out 
of the twenty-two Cantons — Bale, Appenzell, and 
Unterwalden — are divided each into two Half- 
Cantons, each Half-Canton sovereign and indepen- 
dent, subject to the restriction above mentioned. 
The two sections of Bale (town and country), and 
of Appenzell (Inner-Rhoden and Ausser-Rhoden), 
not only differ from each other on the most ma- 
terial points, but are almost always politically 
opposed ; and whenever they are so opposed, their 
votes are of course neutralized in the Diet. So 
multiform are the elements — not to mention the 
many and important differences of race, religion, 
language, wealth, civilization, habits, residence in 
mountain, plain, town, or country, &c. — which go 
to form political society among the 2,400,000 inha- 
bitants of Switzerland : of whom about 900,000 
are Catholics, the remainder Protestants. 

To trace the working of these various causes, 
which have cooperated more or less to form the 
majority called Radical, and the minority called 
Conservative, in the present Diet, is no very easy 
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problem even for a native : a foreigner can only 
seize the principal and prominent circumstances. 
There is, however, one source of error which espe- 
cially deserves to be pointed out, and of which 
more will be said presently — that of estimating 
the character and tendencies of Swiss parties by 
the names which they bear of Radical and Caaser- 
votive. These names have now got a footing in 
every language of Europe, and have very strong 
feelings of esteem or hatred associated with them ; 
they are nowise correct as designations of the two 
Federal parties prominently opposed in Switzer- 
land, and of the points at issue between them: 
yet foreigners easily transfer to that country the 
established sentiments or established interests 
which they have contracted towards the parties so 
called at home. This is especially necessary to be 
borne in mind when we read the speeches delivered 
by M. Guizot in the French Chamber, or the 
articles in the Journal des Debais^ which have so 
wide a circulation in Europe. Whoever judges of 
Switzerland from these sources, will carry away an 
impression not merely partial and inaccurate, but 
in many respects the direct reverse of real truth. 
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M. Guizot speaks from the Frencli tribune the 
language of an exaggerated Swiss party politician : 
omit the name and translate his speech into G-er- 
man, it might pass for one of the bitter invectives 
of M. Meyer, the Deputy of Lucerne in the Swiss 
Diet, against Radical spirit and aggressions. The 
Journal des DSbats and other French journals are 
written in the same vein : to them, as well as to 
M. Guizot, it is sufficient if they find an opportunity 
of inflaming their readers against Radical prin- 
ciples, and of impressing upon them the dignity 
of Conservative politics sanctified by religious zeal. 
With M. Guizot, probably, such discourses are 
more than an ebullition of feeling : they are also 
a useful manoeuvre in reference to his own posi- 
tion in France. For he owes that position not to 
any esteem or confidence entertained towards him 
by the French people — still less to any hopes 
which they feel of progress or improvement under 
his Ministry; but chiefly to the fears which the 
French electoral body have been taught to enter- 
tain of Radicahsm. And the menaces, so offensive 
and indecent in the mouth of any foreign Power, 
.which he addresses to the Swiss Diet, are intended 
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t. 

to tell quite as much upon French Conservatives 
and French Badicals as upon Lucerne and 
Berne. 

Two points deserve particular notice in th% 
bitter animadversions which M. Guizot and the 
French Conservative journals pour forth againsif 
the recent course of Swiss politics. 

1. They dwell continually, and almost exclu- 
sively, upon two facts in the recent history of that 
country — ^the invasion of the Canton of Lucerne, 
in the end of 1844, as well as in the beginning of 
1845, by bands of volunteers from the other Can- 
tons, called the Corps Francs— and the separate 
league of seven Cantons, called the Sonderbund, 
which is represented as a consequence of this 
unjust invasion, and resorted to only as a means 
of defence. 

2. They depict the present majority of twelve 
Cantons and two Half-Cantons, which has just 
pronounced the Sonderbund to be unconstitutional 
and directed its dissolution, as a majority bent 
upon complete subversion pf the Cantonal inde- 
pendent action throughout Switzerland, and upon 
the transfer of the twenty-two separate Govern- 
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ments now existing, to one central and united 
republic at Berne. To add to the terrors of this 
impending republic, it is described as likely to 
become aggressive and formidable to all its neigh- 
bours ; since the 2,400,000 souls which the whole 
country contains would be so immensely strength- 
ened (we are told) by this concentration, that they 
would forthwith overstep their own rights and 
limits, for the purpose and with the power of 
imposing unjust conditions on others. 

Such are the two points principally insisted upon 
by M. Guizot, and many of the leading critics on 
Swiss aflfairs. In regard to the first of the two, 
they mislead by isolating one single event and pre- 
senting it apart from its preceding and accom- 
panying circumstances : in regard to the second, 
they mislead yet more, by imputing to a great 
party in Switzerland, designs which none of those 
who really represent that party have given the 
least ground for suspecting, and by holding forth 
as likely to be accomplished a centralization to 
which all present tendencies stand irrevocably 
opposed. 

That there may be persons in Switzerland, and 
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those too not among the least patriotic of her 
citizens, who wish that such a centralization or 
something approaching to it could be established, 
is probable enough : and it is not easy to see 
why any impartial foreigner, who desires nothing 
but the tranquillity, happiness, and improvement 
of the country, should denounce them for it; 
although it may suit the purpose of a French 
Minister, who wishes to see Switzerland at all 
times open to attack, to foment the maximum of 
disunion. Among the 2,400,000 people who dwell 
between the Lakes of Constance and Geneva, there 
are now twenty-five independent establishments, 
each fitted up (better or worse) for the complete 
execution of all the purposes of government. 
In the time of Aristotle, and with his political 
experience, such minute subdivision would have 
appeared an indispensable condition of freedom 
and responsibility: but in the present state of 
political knowledge, it is surely neither crime 
nor folly to conceive that all the great purposes 
of society might be better fulfilled by locally- 
chosen governing bodies subordinate to one com- 
mon centre. And this is the ground actually 
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taken by some of the French Opposition journals 
against M. Q-uizot: they seem to admit that the 
Swiss political leaders do contemplate an entire 
subordination of the Cantonal to the Central 
Government, and defend them in this supposed 
project. Both the attack and the defence are 
here founded on the same mistaken supposition : 
still the defence is perfectly well grounded to 
this extent — ^that if the Swiss leaders really did 
entertain the project imputed to them by the 
French Minister, and were striving to bring 
their own people to the same view, they would 
in nowise deserve those bitter denunciations which 
he has poured forth against them, though the 
particular circumstances of the case might render 
it inadmissible and impracticable. 

Wise or foolish as the conception of a single 
or imitary Government, embracing all Switzer- 
land, may be in itself, it is not the conception 
entertained either by the leading politicians or 
by any one of the leading Cantons in that country. 
Revision of the Federal Pact is indeed what they 
strongly insist upon : but tx) revise the Pact is 
one thing — to constitute an unitary or single 
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Government for the administratioii of all Switzer- 
land is another. It may safely be pronounced 
that a revision of the Pact, in such manner as 
to give too much power to the Central Govern- 
ment and to weaken the Cantonal Governments 
too much, is of all contingencies the most im- 
probable ; though there are so many French and 

4 

English critics who represent this as a plan 
already organized by an oppressive majority in 
Switzerland, and only to be arrested by foreign 
interference. Of the two extreme and opposite 
political changes conceivable — first, complete 
fusion of the Cantonal Governments into one 
common and unitary Government, or secondly, 
complete disruption of the Pact and formation of 
several Governments out of it, altogether distinct 
from each other — the latter is decidedly the least 
improbable : nay, if we look at the present unyield- 
ing temper and excitement of the Swiss parties it 
might almost appear the least improbable solution 
of all, in a problem so essentially embrgiled. 

The tendencies of the present time, indeed, are 
not to strengthen the authority of the Diet over 
the Cantons, but to reduce it still lower — from 
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extreme weakness down to absolute nullity. The 
conduct of the recusant minority in this present 
affair of the Sonderbund, and still more the argu- 
ments by which they defend that conduct, amount 
to nothing less than a complete nullification of all 
imperative authority in the Pact, even as to its 
most positive and specific provisions. Assuredly, 
if there is to be any federation at all, one of its 
most essential provisions must be, that the mem- 
bers shall contract no separate alliances among 
themselves injurious or dangerous to the entire 
confederacy. The sixth Article of the Federal 
Pact distinctly says — " No alliance shall be formed 
among the several Cantons, detrimental either 
to the general confederacy or to- the rights of 
other Cantons :" so that, under the terms of this 
Article, the competence of the Diet to entertain 
and pronounce upon the legality of the Sonder- 
bund cannot be impugned * except by arguments 
which go to deny its competence universally. 
Now a majority of the Diet has pronounced the 
Sonderbund to be illegal and an infiringement 
of the Pact : to which the members of the Sonder- 
bund reply by a protest and a peremptory refusal » 
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to obey. Such proclaimed resistance, by so many 
Cantons at once, is of itself the most fatal blow 
which has yet been aimed at the authority of the 
Diet : and the dissolving effect of this practical 
measure is still further enlarged by the arguments 
upon which it is made to rest. " We maintain," 
say the Cantons of this separate league or Sonder- 
bund, " that our league is not at variance with 
the provisions of the Pact ; it is purely defensive, 
and has been rendered necessary by aggressions 
on the part of other Cantons or their citizens 
against the Government of Lucerne: we intend 
no evil to others, if they do not attack us ; and 
we shall maintain our league as long as our own 
security seems to us to require." To employ such 
arguments as these while the question was under 
discussion in the Diet, and for the chance of 
influencing the decision of that l>ody, was their 
incontestable right: but they still continue to 
hold the same language, and act upon the same 
principle, even after the Diet has decided against 
them. When it is urged that to apply the general 
provisions of the Pact to a particular case, and 
to decide judicially whether the case does or does 
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not fall under a rule there laid down, is among 
the most indispensable attributes of the Diet— the 
Sonderbund meet this proposition by an unqua- 
lified negative. " We are sovereign Cantons,** 
they say, "and recognise no authority in the 
majority of the Diet to apply or interpret the 
Pact against a recusant minority; we admit no 
right to interpret the Pact except by the unani- 
mous decision of the twenty-two sovereign Can- 
tons ; we construe the sixth Article of the Pact 
in a manner perfectly consistent with our separate 
league^ and we shall therefore, as sovereign 
Cantons, continue to act upon our own construc- 
tion of it, though a majority of the Cantons may 
decide otherwise." Here we find an act of avowed 
and imqualified resistance, sustained by arguments 
which amount to a complete negation of the 
authority of the Diet over individual Cantons in 
any case whatever — ^to a complete nullification 
of the Diet as a body acting by its majority. 
For if the decision of the majority is not to 
hold good against that of one or a few Cantons, 
as to the judicial application of an express article 
of the Pact to a given particular case, it is plainly 
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of no binding authority on any question which 
may be conceived. The Federal Pact, in this 
reading, becomes a mere aUiance of independent 
and sovereign States, each of them at liberty to 
put their own construction upon it and break 
it whenever they choose — of course at the hazard 
of war, if contradiction or provocation assume 
a character sufficiently grave. 

Such is the state of public law in Switzerland, 
as proclaimed and now acted upon by one-third 
of the twenty-two Cantons, and tacitly sanctioned 
by a minority, more or less considerable, in the 
others; and it is strange, in the face of this 
obvious fact, to hear the French Minister pro- 
claim, that the power to be feared in Switzerland 
is, an overruling and oppressive interference on 
the part of the Diet, with an extinction of Can- 
tonal independence ! Never before has the judicial 
competence of the Diet been so glaringly defied 
in practice, and so explicitly denied in theory, 
as in the present year; and this too by a very 
powerful minority. That minority, in the excite- 
ment of party contest, may perhaps in part really 
believe themselves to be the defenders of Cantonal 
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rights unjustly assailed by their opponents; but 
among them are those who, knowing the case 
too well to beUeve in the reality of such danger, 
also know that the pretence of such belief is 
the most popular of all topics in reference to 
Swiss feeling. 

It is in fact impossible to study attentively 
the march of Swiss affairs without seeing, that 
what really lies next to the hearts of the people 
is, their Cantonal and communal system; and 
that, although on some particular questions con- 
nected with Swiss Federal politics, there may 
be rare and temporary moments of excitement — 
although there is a growing desire, and a very 
rational desire, for better-assured nationality in 
the event of foreign danger — nevertheless, the 
idea of interference on the part of the Diet in 
Cantonal affairs is habitually unfamiliar and re- 
pulsive. This is not less true of the Cantons 
called Radical than of the Cantons called Con- 
servative — in both of them alike, the citizens 
look for protection, as well as for command, to 
their own Cantonal authority. Nothing can be 
more memorable, throughout the history of the 

c 
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paust years, than the uniform indecision and im- 
potence of the Diet ; indeed^ one reason why so 
much has been said about terrible projects of 
over-centralization at the present moment, is, that 
now, almost for the first time, a majority of the 
Diet has been found to take a decisive resolution 
on an important subject. Throughout the past 
history of the Diet, we find discussion after dis- 
cussion without determination; no majority at 
all being found to agree in any — sometimes not 
even in a negative or vote of rejection. To 
prevail upon twelve Cantons to agree in any 
positive vote, has been generally found a difficulty 
all but insurmountable. Among the many dif- 
ferent questions put to the vote, those which 
are the most trying and important do not often 
obtain a majority ; because several Deputies abstain 
altogether from voting, some reserving to them- 
selves the liberty of voting, subsequently, when 
they shall have asked and received instructions 
from their Canton. It is to be remarked that 
every Deputy present votes, not agreeably to 
any opinion of his own, but to instructions 
received from the Great Council, or supreme 
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legislative authority, in his own Canton — ^which 
may sometimes, though this does not often happen, 
confer upon him plenary powers of self-decision 
upon some given subject ; but, excepting in these 
cases, the instructions, prepared in each separate 
Canton, include conditions or adopt modifications 
different from each other, which usually prevent 
any number of Deputies from concurring in one 
substantive proposition. Speaking from his in- 
structions, as a coimsel speaks from a brief, a 
Deputy may sustain his opinion by powerful 
arguments — and the speeches of some of them 
are eloquent and creditable; but his conclusion 
is prescribed to him before the meeting of the 
Diet. And in fact, the forms and language of 
the Diet consider each Deputy as an ambassador 
from his Canton : he is always styled " Der 

Gesandte des Standes ," by the President, 

when inviting the opinions of every one at the 
table seriatim^ and most frequently so styled 
throughout the course of discussion. The rela- 
tions of the Deputy to his Canton are doubtless 
those of a delegate bound by instructions; yet 
the relations of the Cantons towards each other 

c 2 
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are not those of independent States, but of States 
which have bound themselves in confederacy to 
obey the provisions of a solemn and common 
Pact, and have formally constituted the body 
called the Diet to uphold and enforce the Pact. 

What the Cantons mostly stand chargeable with 
is, the feeling of Cantonal selfishnes&-each being 
careless of the interests of other Cantonp as com- 
pared with its own : at least, the tendency to error 
is almost uniformly in this direction. Thus, when 
we follow the discussions of the Diet, not upon the 
present embittered questions of Federal politics, 
but upon internal taxes, tolls, or commercial regu- 
lations in the various Cantons, which fall to a 
certain extent within its competence — we find this 
feeling of Cantonal egoism not less prevalent in 
the Radical Canton of Vaud than in the Sonder- 
bund Cantons of Lucerne and Valais. During the 
past winter and spring, the suflTering from dearth 
and high prices of provisions being very severe in 
all parts of Switzerland, each of these three Can- 
tons made regulations either prohibiting or imped- 
ing the export of provisions to other Cantons, — b, 
proceeding contrary to the Federal Pact. This 
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subject being brought on for discussion in the Diet 
shortly after the passing of the vote to dissolve 
the Sonderbund, the Radical Deputy of Vaud 
(M. Druey, a coarse but animated and emphatic 
speaker, not very unlike the late Mr. O'Connell) 
was found in the same line of defence as the 
Ultra-Catholic M. de Courten, Deputy of the 
Talais — ^the most outspoken and even insolent 
among all the persons assembled. Whoever 
imagines that the Eadical Cantons are disposed to 
be liberal in the sacrifice of Cantonal independence 
to Federal supremacy, would have been unde- 
ceived if he had listened to the speech of M. Druey 
— seasoned, moreover, with many sneers against 
free trade : he employed one familiar comparison 
which illustrates the relation of the Cantonal to 
the Federal feelings throughout Switzerland — 
" My shirt is nearer to me than my coat." In the 
course of another discussion, in which the Conser- 
vative Canton of Valais was proved to be uphold- 
ing a scheme of tolls not only at variance with the 
Pact, but also without that formal communication, 
in respect to tolls imposed, which every Canton 
is bound to furnish to the Federal authority, the 
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Deputy of Valais, M. de Courten, went so far as to 
tell the Diet flatly — "Nous n y renoncerons ja- 
mais." So jealous and irritable is the sentiment 
of Cantonal independence on both sides, even in 
matters where the rights of conscience are noway 
concerned, and where the matter in dispute is 
nothing greater than the raising of revenue in one 
way rather than in another. To show the diflFe- 
rent cross-divisions among the Cantons, I may add, 
that Neufchatel, which is highly Conservative in 
general politics, and makes almost common cause 
with the Sonderbund, though not a member of it, 
is at the same time extremely liberal and right- 
minded on questions of trade and transit. 

If we except the arrangements for the Federal 
military force, — for the relations between Switzer- 
land and foreign countries, and for some few ques- 
tions of toll and transit — on all other points the 
Cantonal Governments may be said to act without 
any positive interference on the part of the Diet. 
Doubtless the Pact, with its solemn recognition of 
a common country and brotherly obligation be- 
tween the Cantons, exercises a considerable moral 
influence over their proceedings ; and the meet- 
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ings of the Diet, in spite of the feebleness of its 
coercive sanction, are indispensably necessary to 
keep alive and strengthen this moral influence. 
Hence arises a partial disposition, feebler than 
might be desired, yet still precious, to adapt their 
legislation to the interests of each other — and a 
facility for special agreements between them hav- 
ing this object in view. Yet that the Pact itself 
ought also to be modified, so as to enlarge the 
attributions of the Diet and impart to the country 
a more eflScient and better protected nationality, 
has long been a widespread conviction in Switzer- 
land, and seems as a general position not denied 
even by the Government of Lucerne ; though that 
Canton, as well as the other Cantons of the Sonder- 
bund, protests against attempting to alter it at the 
present time and under present feelings. And the 
Diet itself has on several occasions entertained the 
general idea of revising the Pact, though no speci- 
fic plan has ever found approval : it has again in 
its present session, by the same majority which 
pronounced the Sonderbund to be illegal, decided 
that the Pact required alteration, and that a Com- 
mittee should be appointed to make a report on 
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the best means of attaining this end. It is re- 
markable, that every one of the Deputies who 
formed this majority, disclaimed in the most em- 
phatic manner the idea imputed to them, of sur- 
rendering Cantonal independence and aiming at 

an unitary Government in Switzerland. This 

♦ 
Committee, composed of all the Deputies of the 

majority — it could hardly be otherwise composed, 

since the Deputies of the Sonderbund refused to 

take part in the proceeding — are now assembled ; 

and it will remain to be seen whether they can 

agree in recommending any positive scheme of 

real importance and efficiency. One effect can 

hardly fail to ensue from their report — a complete 

refutation of that charge of anti-Cantonal tendency 

which is so loudly urged against them by the 

Sonderbund and its foreign partisans. But whether 

these Deputies will all be able to concur in any 

specific plan of reform, with due respect to this 

limit — still more, whether their respective Cantons 

(in each of which there is a Conservative minority 

ready to raise opposition on any plausible ground, 

and in many of which there are Catholics more or 

less open to the intrigues of Lucerne) will all 
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concur in adopting their recommendation — must 
remain for the future to decide : sheuld mattei 
proceed even so fer aa this, there will still remain 
the Sonderbund, a large minority who will oppose 
anything and everything. Yet, assuming such 
unqualified repugnance on the part of the Sdnder- 
bund for the present to continue, still, if the exist- 
ing majority of Cantons, comprising four-fifths of 
the population, and more than four-fifths of the 
intelligence and wealth of Switzerland, should 
agree in sanctioning any definite reform of the 
Federal Pact — above all, if a sentiment should 
grow up among them of deeper attachment and 
more willing submission to the Pact so improved, 
than that which is felt towards the Pact as it now 
stands — a great point will be gained for the future 
march, organization, and tranquillity of Switzer- 
land. Berne and Zurich, the first and second 
among the Cantons in respect of population and 
power, are on this occasion in cordial co-operation, 
— a rare conjunction, since jealousy between these 
two powerful Cantons is among the standing phe- 
nomena of Swiss politics. And this increases 
materially the chance both of arriving at some 
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definite result in respect to Federal reform, and of 
repressing disorderly ebullitions amidst the con- 
flicting elements with which Switzerland is now 
disturbed. 

In touching upon Swiss affairs, the first impulse 
of an impartial observer is to repel those false 
charges which M. Guizot — with a looseness of 
speech altogether unbecoming in a statesman of his 
position — has advanced against the majority of 
the Diet. I shall in a future letter say something 
respecting that series of preliminary events, one 
growing out of another, which has brought about 
the present serious conflict of parties in Switzer- 
land. Though it cannot for a moment be con- 
tended that all the right is on one side and all the 
wrong on the other, yet, if we look for the great 
cause both of mischief in the past and of danger 
for the future, we shall find it in the statesmen, 
miscalled Conservative, who are now at the head 
of the Government of Lucerne. 
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Letter II. 

Sept 11, 1847. 

The Federal Pact under which the Swiss Cantons 
now live has become unpopular not merely from 
its own intrinsic defects and ambiguities, but also 
from the time and circumstances of its origin. 
It was framed in 1815, in place of the constitu- 
tion called the Act of Mediation; which, having 
been introduced and guaranteed by Napoleon, had 
fallen with the extinction of his power. It was 
the product of a time when the patrician families 
in politics and Ultramontane influences in religion 
were in a state of triumphant reaction against the 
restraints imposed upon them from 1798 down- 
ward: both of them seconded by the Allied 
Powers at the Congress of Vienna ; who, how- 
ever, to their credit be it spoken, mitigated on 
several points the exorbitant pretensions of the 
revived native oligarchies. Since 1830, almost 
all the Cantonal Governments have undergone 
a capital change, and have become thoroughly 
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popular : so that the Federal Pact remains as the 
only unaltered relic of an odious time. In 1832, 
the majority of the Diet recognised the necessity 
of modifying it, and named a Committee for the 
purpose, of which M. Rossi of Geneva was the 
reporter. Their scheme of Federal reform — 
maintaining intact the Cantonal sovereignty and 
equal representation in the Diet, but remodelling 
the Federal authority, and introducing in every 
way valuable improvements — ^was signed by the 
Deputies of fourteen Cantons (including the three 
directing Cantons of Berne, Zurich, and Lucerne), 
and recommended by them earnestly to the ac- 
ceptance of Switzerland. Unhappily for the 
country, it was rejected; chiefly from the reso- 
lute opposition of the primitive and Conservative 
Cantons, who would endure no change at all — 
partly from the indijBFerence, rather than the 
opposition, of extreme politicians on the other side, 
who wished for something more comprehensive 
and symmetrical. 

Prior to the year 1798, the condition of a Swiss 
Canton was that of a great feudal lord, with an 
aggregate of many separate seigneurial properties. 
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acquired partly by conquest, partly by purchase : 
in the town Cantons — such as Berne, Soleure, 
Basle, Zurich, &c. — the town was the lord, the 
country districts were attached to it as dependent 
properties : in the rural Cantons— such as Uri, 
Schwytz, &c.— it was an aggregate of rural and 
democratical communes which exercised lordship 
over other dependent communes in their neigh- 
bourhood. This system of profound political 
inequality, broken up between 1798 and 1815, 
was revived to a great degree in the latter year : 
in the town Cantons, the Government again fell 
into the hands of the citizens of the town, and 
was even confined to a small number of persons 
among those citizens ; while the country districts 
were either essentially subject^ or had a share in 
it little more than nominal. Most of the Cantons 
had their two Councils — Great and Small Coimcil ; 
the former legislative, the latter executive: but 
the real powers of government were all exercised 
by the Small or Executive Council, while the Great 
Coimcil had neither initiative, nor independent 
play of its own, nor publicity of debate ; but was 
in practice a mere acquiescent adjunct of the 
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Executive, rather than a check iipon it. In the 
Catholic Cantons, the reaction of 1815 took the 
form of a devoted Ultramontanism ; the governing 
few surrendering themselves to the inspirations of 
the Papal Nuncio with a compliance not paralleled 
in any part of Europe, and forming a strong 
contrast with the resolute independence of the 
old CathoUc Cantons before 1798 in maintaining 
their civil authority against the Court of Borne. 
In the Canton of Valais, this Ultramontanism 
reached its maximum ; the priests being subject 
to a special jurisdiction for their persons, and 
enjoying immunity from taxation as to their pro- 
perties, in a manner more suitable to the fifteenth 
century than to the nineteenth. The primitive 
Cantons of Uri, Unterwalden, and Schwytz (the 
latter with modifications in consequence of the 
unequal relation of what were called tiie outer 
districts), retained their old primitive constitution 
unchanged : the Landesgemeinde, or general 
assembly of all the adult citizens, meets once in 
the year, has the exclusive power of making laws 
when needed, and elects the administrators re- 
quired, who are very seldom changed. Such form 
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of Democracy is universally acceptable to the 
people of these Cantons : though, when taken in 
conjunction with their dull and stationary intelli- 
gence, their bigotry, and their pride in bygone 
power and exploits, it works in practice as a mere 
routine of power, practically secret and irre- 
sponsible, in the hands of a small number of old 
families ; very different from the Canton of Ap- 
penzell Ausser Rhoden, where substantially the 
same form of government prevails among a popu- 
lation industrious, orderly, intelligent, and public- 
spirited, far beyond the average of Switzerland. 

These Swiss Grovernments, all springing out of 
the reaction of 1815, acted in harmony with each 
other as to general politics ; though even then, in 
questions of fiscal and internal administration, the 
spirit of Cantonal egoism was not less rife than it 
is at present. Moreover, they were all, in the 
proper sense of the word, Conservative Govern- 
ments — founded upon privilege and exclusion of 
the mass of the people from political power — 
satisfied to remain stationary in this system, doing 
nothing in the way of correction or amelioration, 
and leaving the separate communes in the Cantons 
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to their own management or miBmanagement ; but 
prudent in respect to their finances, and true to 
the old Swigg idea of keeping a public fund in 
hand bearing interest During the last years be- 
fore 1830, however, a public feeling was gradually 
growing up against these oligarchies ; so that even 
before the French Revolution of July, the people 
of some Cantons had begun to demand, and that 
of Tessin had actually obtained, a measure of 
popular reform. But the Revolution of July 
roused the public mind throughout nearly all 
Switzerland : during the few years following, the 
Governments of Berne, Zurich, Argau, Soleure, 
Lucerne, Friburg, SchaflFhausen, Thurgau, St. 
Gallen, and Glarus, became all popularized; the 
changes being carried without bloodshed, but by 
the same sort of intimidation which, in 1832, 
pushed the English Reform Bill through the 
House of Lords — meetings and demonstrations of 
sentiment such as the actual Governments were 
unable to resist. These movements — directed to 
obtain recognition of the sovereignty of the people, 
with an elective franchise exercised by the people 
alike in town and country — were properly Radical 
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movements, just as the party in power to which 
they were opposed was Conservative ; it was then 
that the denominations Radical and Conservative 
became current in reference to the two opposing 
parties ; and they have continued to be so applied 
after their fitness and appropriate meaning had to 
a great degree ceased. 

During the years immediately after 1830, the 
Governments of most of the Cantons became thus 
thoroughly popularized. The privilege of town 
over country which had been the characteristic 
mark of the previous oligarchies, was first dimi- 
niflhed and has been subsequently eflFaced; for 
though in the first changes an artificial preponder- 
ance was still left to the town in the number of 
its representatives compared with those of the 
country, such preponderance has since been an- 
nulled, and the suffrage bas become practically 
equal and universal. Moreover, the Great or 
Legislative Council was exalted to be the control- 
ling superior of the Executive ; it debated publicly, 
under the stimulus of an active press, with meet- 
ings, and all the exaggerated movement of a 
vigorous political life. The preceding Conserva- 

D 
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tive functionaries were replaced by men of the 
movement and either retired from public life or 
were thrown into opposition. To regain power as 
avowed Conservatives, or champions of the old 
privileges, was impracticable; they were obliged 
to accept and work under the popular forms, by ap- 
pealing to some feeling in the public mind ; and it 
was in this manner that religion came to be invoked 
as a weapon of excitement for political purposes. 

The first memorable manifestation of this new 
phase of Swiss political life took place on the 6th 
of September, 1839, at Zurich ; where the Eadical 
Grovemment was violently overthrown, in conse- 
quence of their nomination of Dr. Strauss to a 
chair of theology. Not only did the political 
opposition in the Council, the public, and the 
press, raise the most vehement outcry against this 
appointment, but the clergy (most of whom had 
received their appointments from, and sympa- 
thized with, the prior Government before 1830) 
employed their pulpits in the most direct and 
exciting manner against the Government ; which 
was obliged to give way, and cancel the nomina- 
tion. Had the matter stopped here, no one 
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(whether assenting with their opinions or not) 
would have had any right to blame them. But 
having gained this point, they found the path too 
promising not to push on farther. They organised 
what were called Committees of Faith, composed 
of clergymen as well as laymen ; preached insur- 
rection throughout the villages adjoining Zurich ; 
prevailed upon a large number of the rural popu- 
lation to take up arms under the cry of " Religion 
in danger," and marched into the town to put 
down the Government by force. A clergyman 
named Hirzel was actually at the head of these 
armed assailants ; who overpowered the resistance 
opposed to them, and drove the Executive Council 
out of the oity. One of the members of that 
Coimcil, Dr. Hegetschwyler, in endeavouring to 
restore peace, was among those slain in the streets. 
This violent revolution — in consequence of which 
the Grovernment of Zurich passed entirely into the 
hands of the politico-religious party (still called 
Conservative) who had made it — took place at the 
time when not only Zurich was presiding Canton 
of the Confederation, but when the Diet was 
actually assembled in the town. 

D 2 
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If the religious feelings of the popufe-tion ad- 
mitted of being turned so profitably to party- 
account in a Protestant Canton like Zurich, much, 
more could they be so employed by Catholic 
leaders and priests amidst a Catholic population. 
And this was the movement which really took 
place in those Catholic Cantons which had been 
liberalized after 1830. In Lucerne and Soleure — 
and even in Friburg, though to a less decided 
extent — new and popular constitutions had been 
promulgated in 1831, and the Government had 
come into the hands of the leading Liberal politi- 
cians in the Cantons. The old Conservative party 
and the Ultramontane priests joined to form an 
opposition against them : and though the Lucerne 
Government had given no such plausible ground 
to that opposition as the nomination of Dr. Strauss 
furnished at Zurich, nevertheless the ascendency 
of the Catholic hierarchy and clergy was suffici- 
ently cramped by the constitution of 1831 to in- 
duce them to raise the cry of danger to religion. 
The year 1840 was the year predetermined for 
submitting the constitutions of Lucerne, Soleure, 
and Argau, to decennial revision. In the elections 
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which took place in the first half of that year 
throughout the Canton of Lucerne, for choosing a 
constituent body empowered to review and propose 
amendments in the constitution of 1831, the party 
called Conservative, with the Ultramontane clergy, 
were completely successful, and a majority of the 
constituent body were chosen in a sense hostile 
both to the existing constitution and to the exist- 
ing Q-overnment. This change was effected in a 
manner constitutional and pacific, very different 
from the revolution at Zurich in the preceding 
year ; but it was effected under a similar rallying 
cry, and gave a triumph to reactionary influences 
in both Cantons, which were at first in hearty 
sympathy with each other. 

The new constitution framed by these so-called 
Conservatives, and accepted by the people of Lu- 
cerne in 1841, was, however, no return to Con- 
servatism as it had stood between 1815 and 1830. 
On the contrary, it was a great deal more Radical 
(measuring Radicalism by the extent of direct 
power given to the people) than that which the 
Radicals themselves had framed in 183 L The 
grand object was to enlarge the power of the 
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Catholic ecclesiastics, and to render them as com- 
pletely independent of lay authority as the people 
could be persuaded to tolerate. The constitution 
of 1831 had been a representative Democracy : 
that of 1841 (called by some Swiss writers a 
Theocratic Ochlocracy) introduced, among other 
changes, the popular veto, or power of submitting 
to the vote of the people throughout the Canton, 
all laws passed by the Legislative Council. On 
the supposition that this Council should pass any 
law unacceptable to the priests, the priests had 
thus a good chance of procuring its rejection by 
the people. By enfeebling the lay ascendency, 
more room was made for the ecclesiastical. To 
illustrate the interest of the Catholic ecclesiastics 
in this arrangement, we may mention, that in the 
Canton of Valais, where their power is greater 
than in any other part of Europe, and where (as 
has already been observed) they even enjoy com- 
plete immunity from taxation for their large pro- 
perty, as well as a special jurisdiction for their 
persons — in the Valais there subsists not merely 
the popular veto, but even what is called the 
referendum ; that is, every law passed by the Re- 
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presentative Council not only may^ if required, be 
submitted to the vote of the primary assemblies, 
but it must in every case be so submitted, before 
it acquires validity. 

In the Canton of Zurich, the party which ac- 
quired power by the revolution of 1839, lost it in 
1845 by the quiet change of electoral majority — 
partly from causes which will presently be ex- 
plained, but partly also from the shame now felt 
for the means whereby that revolution was accom- 
plished. In the Canton of Lucerne, the case is 
otherwise : the party who acquired power in 1841 
have retained it ever since ; and to them, more 
than to any other cause whatever, the subsequent 
bitter dissensions of Switzerland, as well as the 
present almost inextricable embarrassments in the 
way of future union, are to be traced. They are 
animated with an indefatigable Ultramontane zeal, 
and have constituted themselves the central point 
of Catholic Switzerland, for the protection and 
extension of the political interests of that church. 
Of the way in which this disposition has been 
manifested more will be said in a future letter : 
but it is impossible to comprehend the present 
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condition of Swiss poUtics unless we go back to 
that alliance of clerical aggressiveness and ambi- 
tion with the employment of religion as a party 
engine, by Conservative or Anti-Badical politi- 
cians, which first manifested itself in Zurich and 
Lucerne in 1839 and 1840. 
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Letter III. 

8ept, 18, 1847. 

It has already been stated, in the preceding letter, 
that the Cantons of Soleure and Argau were des- 
tined to a revision of their political constitutions 
(both establiahed in 1831) during the course of 
1840, in like manner with Lucerne. Soleure is 
entirely Catholic : Argau is a Canton of parity, 
divided between Protestants and Catholics in the 
proportion of about three-fifths to two-fifths, but 
recognising equality of political rights between the 
two confessions. In both these Cantons Ultramon- 
tane tendencies, the same as in Lucerne, had been 
active since 1831 : " Catholic unions," formed 
throughout most of the villages in these Cantons, 
as well as in the Catholic portion of Berne, were 
worked through public meetings and the press, as 
well as by the pulpit and the confessional, to in- 
culcate the religious duty incumbent on Catholics 
of liberating the hierarchy from civil control, and 
aggrandizing them at the expense of the civil 
power ; and so impatient did this feeling become, 
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that the Catholics near Porentru in Berne, as well 
as those in the neighbourhood of the convent of 
Muri in Argau, actually rose in armed insurrec- 
tion against their Governments in the course of 
1835. Both movements were put down by mili- 
tary force, and in both cases the parties concerned 
were treated with remarkable mildness. Proceed- 
ings by violence were thus repressed ; but the Ul- 
tramontane agitation still continued, and reached 
its height during the year 1840, appointed for 
revision. On that occasion, the party might well 
hope to obtain their purpose by pacific means ; 
and as they had been completely successful in the 
elections in Lucerne during the first half of that 
year, so they were encouraged to anticipate the 
same result in Soleure and Argau during the last 
half. At that time there were eight monasteries 
in the Canton of Argau — four of nuns and four of 
monks; two of the latter, Muri and Wettengen, 
both rich. These convents were, throughout 1840, 
the great seats of the pohtico-religious agitation 
then going forward. While the leaders from the 
three Cantons held meetings and concerted their 
measures there, the ample funds of the convents 
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were not spared for the movement ; which was 
impressed upon the neighbouring population as a 
religious cause in the strictest sense, and enforced 
as well by the strongest appeals which the Catholic 
faith and the authority of priests and monks could 
fiimish, as by unmeasured cries of irreligion against 
opponents. 

Notwithstanding these strenuous efforts, how- 
ever, the movement was not successful either in 
Soleure or in Argau. In both of them, the revising 
assemblies proposed projects of amended constitu- 
tions, containing neither that extension of Catholic 
privilege as compared with Protestant, and Ca- 
tholic church-power as compared with lay^power 
— nor that introduction of direct appeal to the 
people in veto or referendum — which the leaders 
in this triple Cantonal agitation demanded : their 
projects were submitted to the votes of the general 
body of citizens, and sanctioned by large majori- 
ties. Respecting the Canton of Argau, two circum- 
stances deserve notice — ^First, that the constitution 
of 1831 (then under revision) not only placed the 
Catholics under no political disadvantages as com- 
pared with the Protestants, but even gave them 
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more than reasonable privileges; for in spite of 
their inferior numbers, and their still greater infe- 
riority in wealth, industry, and intelligence, it 
secured to them a numerical half of the members 
of the Great Council. Secondly, although there 
were thus no real political grievances of Catholics 
to be removed, nevertheless the revising Council 
was at first so influenced by the powerfiil agitation 
going forward, that they proposed a scheme of 
constitution in which a portion of the Catholic 
claims were conceded ; and this scheme, on being 
submitted to vote, was rejected, not merely by 
Protestants, who thought the concessions unrea- 
sonable, but also by the Catholics themselves, who 
despised them as insufficient, and thought that a 
second trial with persevering efforts would extort 
more. But they were disappointed : the attempt 
at conciliation having failed, the second scheme 
which was proposed made no unreasonable conces- 
sions to Catholic demands — proceeded upon reason 
and justice — and was accepted by a large majority 
of the citizens on the 5th January, 1841. Even 
this constitution, however (the one still subsisting), 
though it did not grant the Catholic demands, is 
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still politically such as to favour Catholics at the 
expense of Protestants. For the Argovian Exe- 
cutive Council consists of nine members, of whom 
four must be Catholics and four Protestants ; the 
ninth may belong to either confession. The Su- 
preme Judicial College is divided in the same 
manner. Considering the inferiority of the Ca- 
tholics in number (not to mention other points of 
inferiority), the constitution, even as it now stands, 
thus gives them justice and something more. It is 
right to add that these revisions were, on almost 
all points, material improvements on the constitu- 
tions as they had stood before, both in Argau and 
Soleure. 

These two votes, both in Soleure and Argau, 
took place nearly at the same time ; and the dis- 
appointment as well as exasperation of those who 
guided the systematic agitation which pervaded 
both Lucerne and these two Cantons was extreme. 
Not choosing to acquiesce in the pacific solution 
which had gone against them, they had recourse 
to arms : simultaneous risings took place both in 
Soleure and Argau, with the instigation and con- 
currence of the brother agitators in Lucerne. In 
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Argau, that rising took place among the Catholic 
population of the Southern districts, or Freien 
Aemter, near to the borders of Lucerne : it was 
in the immediate neighbourhood of the convents, 
whose inmates fomented it in every way — ^their 
buildings having been made places for the conceal- 
ment of arms and munitions, their funds employed 
to distribute money, wine, and brandy, among the 
insurgents— and their armed servants and de- 
pendents in the foremost ranks of the latter. The 
purpose of the insurgents was to march directly 
upon Aarau, the chief town of the Canton, to 
overpower the Government, and to erect their 
own portion of Argau into a separate Canton 
apart from the rest — a little Catholic neighbour 
and appendage of Lucerne. They also did what 
they could to provoke a simultaneous rising among 
the Catholics of the Frickthal (on the northern 
side of the Canton of Argau, near the left bank of 
the Rhine, wherein are Laufenburg and Rhein- 
felden). But these latter Catholics remained quiet, 
and refused to take any part : they were not in 
the neighbourhood or under the direct influence of 

the convents. 



Lbtteb in.] POLITICS OF SWITZERLAND. 47 

It happened that both the Governmeiit of 
Soleure and that of Argau were strong enough 
to suppress these dangerous risings: the latter, 
however, only by the aid of troops from Berne. 
The Catholic insurgents in the Freien Aemter 
were put down and disarmed : the insurgent 
leaders both from Soleure and Argau, as well as 
the monks out of the implicated convents, fled to 
Lucerne for refuge : some of the parties seized 
were tried before the ordinary courts of justice, 
but neither as to person nor property was any 
extraordinary severity displayed towards them. 
As a consequence of this insurrection the Argo- 
vian Grreat Council was forthwith assembled, and 
one of its first measures was to decree the sup- 
pression of the convents. Provision for Kfe was 
made for the existing inmates : subject to this 
deduction, all the remaining conventual properties 
were consecrated to the religious worship, the 
instruction, the charitable purposes, and general 
welfare of the Catholic communes in the district 
around — those very communes most of which had 
just been engaged in actual insurrection. 

That this suppression of convents sprang neither 
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from rapacity nor from any feeling hostile to 
Catholic citizens or the Catholic faith, is suflS- 
ciently shown by the act of appropriation last 
mentioned — the application made of the property : 
moreover, the decree was proposed in Council by 
one of the leading Catholics in Argau — Augustin 
Keller, Director of the Catholic Seminary — and 
received the support of many Catholic members. 
There is, however, in the Federal Pact an Article 
expressly relating to the convents, guaranteeing 
their perpetuity as they were found in 1815, so 
far as the Cantons in which they stand are con- 
cerned : this twelfth Article is historically known 
to have been inserted at the urgent instance of the 
Papal Nuncio, contrary to the wish of most of the 
Cantons even in their then reactionary spirit. 
When the Diet assembled shortly after this trans- 
action, the Canton of Lucerne preferred loud com- 
plaints against the suppression of the Argovian 
convents, as a robbery, an outrage on the Catholic 
faith, and a direct violation of the twelfth Article 
in the Pact ; the plenary application of which Lu- 
cerne invoked at the hands of the Diet — total, un- 
conditional, and compulsory restitution of all the 
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convents and their property. The Deputy of 
Argau defended the act of his Canton by aUeging 
the flagrant rebellion of which the convents had 
recently been accompUces and instigators : such 
appeal to arms on their part had forfeited their 
title to the Federal guarantee, and rendered their 
continuance inconsistent with the security and 
authority of the Cantonal Government. Though 
the sentiment of the majority of the Diet was 
unfavourable to the recent proceeding of the 
Canton of Argau, they nevertheless did not go 
so far as to accede to the proposition of Lucerne : 
the majority passed a resolution disapproving 
generally what had been done by Argau, and 
requiring that it should be modified, but v^thout 
expressly prescribing how. The Argovian Gk)- 
vemment was constrained to conform to this sen- 
timent, and offered to restore three out of the four 
suppressed female convents : this compromise, 
however, was not deemed suflScient to satisfy an 
entire majority of the Diet, and the question 
remained imder long and angry debate during 
the sittings both of 1841 and 1842 — no majority 
being obtained for any positive conclusion. At 

E 
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length, in the session of 1843, the Canton of 
Argau enlarged its oflfer of compromise by pro- 
posing to restore all the four suppressed female 
convents. So enlarged, the offer was held to be 
satisfactory by the majority of the Diet, and a 
vote was passed in the session of 1843 to treat the 
subject as settled : not without the strongest 
protest, however, from a considerable minority, 
including Lucerne. 

The question of the Argovian convents was 
thus closed, as far as the majority of the Diet 
could close it ; but it has been revived in discussion 
over and over again ; and even during the present 
year M. Bernard Meyer, the Deputy of Lucerne, 
pronounced it to have been the beginning of all 
the present evils of Switzerland. He chose to call 
it a beginning^ and to forget the circumstances 
which had preceded : and your correspondent, " A 
Genevese," in inquiring why the Diet did not 
interfere to protect the property of the Argovian 
convents, appears to treat the suppression as if it 
were a simple question between a robber on one 
side and a party robbed on the other ; though in 
reality there is no incident with respect to which 
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it is more essential to observe his own admonition, 
" not to state an aflfair as a mere question of law 
without reference to antecedent circumstances." If 
ever there was a proceeding which grew out of, 
and was imperiously driven on by, antecedent 
circumstances, it was the suppression of the con- 
vents of Argau. In my judgment the Diet inter- 
fered in enforcement of the Pact quite as far as 
the case justified them, not to say farther : they 
procured the restitution of four convents out of the 
eight ; and if the " Genevese " thinks that they 
ought to have taken up and executed the demand 
of Lucerne for total and unconditional restitution, 
I dissent from his view. To compel the restitution 
of the convent of Muri — probably the instigator 
of the insurrection among the Catholics around it 
in 1835, and certainly the foremost among the 
rebellious convents in 1841 — would have been a 
blow not merely to Cantonal Grovemment, but 
also to aU civil Government as compared with 
ecclesiastical immunity, more worthy of the time 
of Gregory the Seventh than of the nineteenth 
century. In the Catholic kingdoms of Bavaria 
and Austria, how many days' purchase would the 
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existence of a convent be worth if its monks were 
strongly suspected of having raised a first insur- 
rection, and certainly known to have raised a 
second ? Estimate Cantonal rights as low as you 
will, no reasonable man will believe that the Can- 
tons who signed the Pact of 1815 intended to 
guarantee the inviolability of convents caught in 
flagrant rebellion. 

As we descend from 1843 down to the present 
time, we shall find that one party-wrong be- 
gets another; and if we are to look for what 
M. Meyer calls the beginninffj we must go back 
farther than the suppression of the Argovian con- 
vents. Such suppression, under the particular cir- 
cumstances of the case, may well be contended to 
have been no wrong at all, but a step justified by 
the past, and essential as a protection and remedy 
for the future : if we even admit that it wa« a 
wrong, we must at the same time admit that it 
grew out of a previous wrong — the rebellion of 
the convents. That rebellion, connected both in 
time and in origin with the rising against the 
Grovemment of Soleure, was the last resort of 
a widespread political religious agitation, and of a 
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string of active " Catholic unions " which pervaded 
the Cantons of Lucerne, Argau, Soleure, and Ca- 
tholic Berne, during the years immediately pre- 
ceding 1841. These Catholic unions had of course 
the fullest right to enforce their views by public 
discussion and appeal. Nay, let us even grant, 
large as the concession is, that they had a right to 
resort as they did to an unscrupulous employment 
of religious hopes and fears, to promise the bless- 
ing of the saints and to denounce opponents as 
heretics beyond the pale of salvation, for the pur- 
pose of procuring such changes as they desired in 
the political constitution — still the votes of the 
whole people were collected on the subject of this 
constitution, the decision was against them, and 
there their rights ended. To take arms against 
that decision was a political wrong, not only clear 
and decisive, but unprovoked, unbegotten by any 
previous wrong. It was the cry of ** Religion in 
danger," employed to put arms into the hands of 
Catholic insurgents, just as the same cry, sixteen 
months before, had been successfully used by Pro- 
testants to overthrow by force the Government of 
Zurich : and the Capucjiin friar who, in January 
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1841, headed the Argovian Catholic insorgentB on 
their march against Aaran, forms a parallel to the 
Protestant clergyman M. Hirzel who, on the 6th 
September, 1839, conducted the armed zealots of 
the coxmtry roxmd Zmrich into that city. The 
same phsenomenon appears in both— the intrusion 
of direct and violent religious agency in politics ; 
by the Conservative Protestants, as an antithesis 
and diversion to political Radicalism; by the 
Catholic leaders, as a nominal reinforcement of 
popular control, but a real transfer of power from 
the laity to the priesthood. This phaenomenon 
manifests itself largely throughout the Swiss world 
towards the period which we are now examining ; 
and it requires to be understood if we would follow 
the train of events down to the Jesuits and the 
Sonderbund. For a certain time, these two move- 
ments are in sympathy with one another : leaders 
at Zurich opposed to Radicalism in their own 
Canton, were not displeased to see it exaggerated 
in name, but degraded into a secondary force and 
becoming a mere implement of the altar, although 
by a Catholic hierarchy, in the Catholic Cantons ; 
and, in 1841, the Government of Zurich, then pre- 
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siding CantoD^ friendly to Lucerne and hostile to 
Argau, was even displeased with Berne for having 
furnished those troops to the Argovian Govern- 
menty which enabled it promptly to put down 
the insurrection. This sympathy between the Go- 
vernment, called Conservative, at Zurich, which 
acquired power by the insurrection of the 6th 
September, 1839 — and the Ultramontane Govern- 
ment of Lucerne, since 1840 — proved after a certain 
time the cause of the overthrow of the former; 
the subsequent conduct of Lucerne, as will be 
hereafter mentioned, having been such as to aUen- 
ate the population of the Canton of Zurich. 

As to the question of Federal right involved in 
the suppression of the convents, the majority of 
the Diet must be held to be the only competent 
judges, — ^unless, indeed, we are to admit the doc- 
trine now laid down by the Sonderbund, that 
every Canton has a right to interpret the Pact for 
itself; in which case the Canton of Argau would 
of course be as much in the right as its opponents. 
According to the verdict of that majority, the 
suppression of the convents of monks must be 
held to have been justified by sufiBcient reasons ; 
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that of the other four not justified. The Gt>vem- 
ment of Argau, having at first partially done 
wrong, made expiation, and put itself right with 
the Diet. This is a matter to he recollected when 
we come to discuss the recent conduct of the 
Sonderbund. 

But, apart from the question of right, how far 
were the Catholics of Argau gainers or losers by 
the suppression ? Whoever reads one of the most 
interesting books published in modem times — 
the Autobiography of the historian Zschokke, of 
Aarau — will find an authentic account of three 
out of the eight monasteries as they stood in 1833, 
seven years before the suppression; especially of 
the convent of Muri. M. Zschokke, together with 
two Catholic gentlemen, was named Inspecting 
Visitor of the Monasteries by the Argovian Go- 
vernment. He found the population around the 
convent of Muri the idlest, poorest, most bar- 
barous, and most ignorant, in the whole Canton : 
a long train of able-bodied beggars of both sexes 
to be seen at the doors of the monastery, dirty and 
in rags, receiving distributions of soup from the 
kitchen — but exhibiting the lowest average both 
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of physical and moral well-being throughout the 
neighbouring villages. Unquestionably, the Ca- 
tholic population around the monastery has been 
the real gainer by its suppression : the Cantonal 
Government has acquired nothing in a i^uniary 
point of view, but it has gained unspeakably in 
respect of assured position, by being relieved from 
a rich establishment always ready to pay for an 
insurrection among the neighbouring Catholics, 
on the strength of its assured Federal inviola- 
bility, whenever the priestly party in Lucerne 
might be disposed to give the word. The present 
sentiment of these Catholic parts of Argau has 
now become much more favourable towards their 
own Cantonal Government ; and it deserves to be 
mentioned that they, as immediate neighbours of 
Lucerne, were the great sufferers by the severe 
measures which the Lucerne Grovernment adopted 
last winter to restrict the exportation of provi- 
sions : they were obliged to throw themselves on 
their own Government, which made unavailing 
applications to Lucerne for relaxation. This trans- 
action has tended not only to alienate their feel- 
ings from Lucerne, but also to throw them into 
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connexion with the markets of Zurich; a tendency 
which will probably be farther fadUtated by the 
railway recently opened from Zurich to Baden, 
the central point of Catholic Argau. 

The compromise respecting the Argovian con- 
vents was carried into effect in the spring of 
1843 : an explanation of that event with its pre- 
liminary circumstances has been unavoidably ne- 
cessary, partly because it produced a great effect 
on Federal proceedings, partly because it ushered 
in the state of things in 1843, which will be 
touched upon in the next letter. The Presidency 
of Lucerne occupies the years 1843 and 1844; and 
the Presidential conduct of that Canton (especially 
in regard to the revolution of Valais, to be here- 
after noticed), constitutes the immediate preli- 
minary to the Jesuits, the Corps Francs, and the 
Sonderbund. 
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Letter IV. 

Sept. 25, 1847. 

The years 1843 and 1844, as has been mentioned 
in the last letter, were the presidential years of 
the Canton of Lucerne. Such exercise of the 
Federal executive authority, not by any special 
magistrate or council, but by the Council of one or 
other of the three directing Cantons, has of course 
the inconvenience, among many others, of causing 
the employment of Federal authority to be more or 
less guided by the politics actually prevalent in 
each of the three. In the project of reform drawn 
up by M. Rossi and the Commission of 1833, this in- 
convenience was pointed out, and a special Federal 
Executive, apart from all the Cantonal Govern- 
ments but under the control of the Diet, was pro- 
posed to be created. More or less partiality in 
the management of the directing Canton is cer- 
tain, and has been witnessed in Berne and Zurich 
as well as in Lucerne. But in the conduct of the 
latter during 1844, such partiality exceeded all 
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pardonable limits, and all former parallel : it de- 
generated into grave and manifest treason, and 
contributed essentially to rouse against that Canton 
the strong animosity which we shall find breaking 
out in December 1844 and April 1846. 

Though Lucerne in these last months of 1844 
was thrown upon the defensive, and suffered from 
the wrongful assaults of others, the case was other- 
wise during the time which preceded : that Canton 
was then the forward and aggressive mover. I 
have already noticed the politico-religious agitation 
throughout the Catholic unions in Lucerne, Soleure, 
and Argau, and Catholic Berne, down to 1841 : 
the defeat of the insurrections in Soleure and 
Argau disappointed without extinguishing the 
Ultramontane spirit. Shortly after Lucerne came 
to the presidency, the Government of Argau found 
itself exposed to farther agitation, and to fresh 
attempts at insurrection ; which, however, it was 
strong enough to put down. Lucerne became 
associated with the League of Samen, to which 
it had stood decidedly opposed previous to 1840. 
That league was formed about 1832, for the pur- 
pose of resisting the Liberal or Radical tendencies 
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then current throughout Switzerland : it consisted 
originally of Uri, Schwytz, and Underwalden, to 
which subsequently Friburg, Zug, and Lucerne, 
and lastly (after the counter-revolution of 1844) 
the Yalais, became added : it is in fact an earlier 
stage of the present Sonderbund, only that the 
Sonderbimd has been drawn tighter and provided 
with a formal miUtary organisation. In the year 
1843, the plan entertained, and much talked of 
by the State Gazette of Catholic Switzerland (a 
journal then published at Lucerne), was to form a 
great separate league comprehending all the Ca- 
tholic Cantons, for the protection of the Catholic 
religion against the oppression and peril under 
which it was alleged to labour: Soleure was to 
be either gained over or counter-revolutionized. 
M. Munzinger, the Deputy of Soleiu'e, read in the 
Diet during discussions of the present year 1847, 
the plan of this great Catholic Sonderbund, which 
Lucerne had circulated in his Canton during the 
year 1843, but which found little favour among 
the Solothurnian citizens: moreover, the same 
scheme of a separate league was so distinctly an- 
nounced in the resolution of the Great Council of 
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Lucerne of 20th October, 1843, that both Beme 
and Zurich protested against it as tending to the 
breaking up of the Confederacy, and forwarded 
their protest in circular to all the Cantons. In 
point of fact the Catholic religion neither had 
then, nor has now, any oppression to complain of 
in Switzerland : if there were ground for com- 
plaint on the side of either of the two confessions, 
it would be with the Protestants, who are ex- 
cluded from all political rights in Lucerne and 
its confederate Cantons, while there is no ana- 
logous exclusion of Catholics in the Cantons mostly 
Protestant. 

It was during the year 1843 that the political 
state of the Canton of Yalais became disordered, 
and that the foundation was laid for Federal inter- 
ference in its affairs. That Canton is altogether 
Catholic : but the two portions of which it con- 
sists — the Upper and Lower Valaisans— are of 
different race and language ; and down to 1798 
the latter, although more numerous, having been 
originally conquered by the former, remained their 
subjects. Suspended or abated between 1798 and 
1815, the privileges of the Upper Valaisans were 
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partially revived in 1815, when an imperfect repre- 
sentative constitution was established, with unjust 
preponderance to the Upper Valais, and with a 
large fraction of the representation vested in the 
Bishop of Sion. For several years after 1830, the 
Lower Yalaisans attempted to obtain a political 
reform, which was at length finally accomplished 
in April 1840, after opposition both of fraud and 
force on the part of the Upper Yalaisans aided by 
their clergy, and after much indirect discourage- 
ment thrown in their way by the Conservative 
Government of Zurich, then directing the Canton 
of Vorort. 

The fate of the Liberal Government in the 
Valais, at the head of which were the two brothers 
Maurice and Joseph Barman, during its short-Kved 
career from April 1840 to May 1844, forms one of 
the most melancholy pages of recent history. Its 
leaders were among the most patriotic and most 
instructed men in the Canton : they went straight 
to practical, genuine, and serious reforms, but with 
strict respect for legal means, and with as little 
ofifence as possible towards the prejudices opposed 
to them : they stand chargeable with various 
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faults of weakness and misjudgment, but the 
greatest of all their errors was that they could not 
shake off their expectation of honourable dealing 
from unscrupulous antagonists. They had to deal 
with a system, fiscal, judicial, and administrative, 
which included ancient abuses in all their luxu- 
riance ; and with a people, ignorant and bigoted, 
whose minds are much more obedient to their reli- 
gious than to their political superiors. The state 
of these religious superiors, the Catholic hierarchy 
and clergy, is indeed enviable : their large pro- 
perties are exempt from taxation, by a continuance 
of the old privilege of the middle ages, while their 
persons are subject only to the jurisdiction of their 
own order. If a priest stands charged with grave 
crime, such as infanticide, or highway robbery, he 
is taken before the episcopal authority, and de- 
tained for examination : by some unaccountable 
negligence, he presently escapes, nor has any 
example been known of a priest being actually 
punished. Their education, and indeed the whole 
education of the Yalais, such as it is, is and has 
long been under the superintendence of the Jesuits. 
The wonder seems rather to have been, how a 
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good and liberal Government ever became esta- 
blished in the Yalais at all : perhaps this might 
never have come to pass, if the excitement of the 
Lower Yalais prior to the revolution of 1840 had 
not been permitted at least, if not favoured, by the 
clergy in that region. And while the disadvantages 
of the position were thus serious, even the men 
who had stood most ardent and forward in that 
excitement did not afterwards act in such a manner 
as to lend effective support to the Government 
which they had themselves contributed to set up. 
The most pronounced among them formed the 
society called Young Switzerland; who, while 
they found themselves unavoidably in collision 
with the privileges of the clergy, and amidst a 
controversy carried on with great exasperation on 
both sides, took no account of the difficulties of 
the Government, but were harsh in their re- 
proaches because more was not done, and thus 
weakened a weak Government still further. The 
clergy defended the maintenance of their privileges 
by the most emphatic enforcements and denuncia- 
tions of the pulpit : and their mode of warring 
with the political society called Young Switzerland 
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deserves particular mention. The Bishop of Sion 
issued a mandate forbidding the elegy to administer 
the sacraments to any member of Young Switzer- 
land, or to any of their relatives, or to any reader 
of their journal called The Echo of tlie Alps : it 
should be added, that the clergy had at the same 
time a journal of their own, called The Simplon 
Gazette, which employed in their cause the most 
vehement partisanship. The scandals which arose 
out of this excommunication were monstrous, and 
furnish a further example of the abuse of religions 
agencies for political purposes by the clergy of 
various Cantons of Switzerland. Furthermore, in 
order to defeat constitutionally those measures 
which were especially odious to them, the clergy 
made efficient use of their influence over the popular 
referendum : thus among other laws, one for ame- 
liorating the wretched system of public education, 
and another for distributing military charges with 
an equality which did not respect clerical inmiu- 
nities, were rejected by the people after having 
passed the legislature. 

Under these circumstances, the Lower Valais 
became more and more the scene of lawlessness 
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and conflict between individuals of different poli- 
tical parties. On the other hand, the Upper Valais 
partook less in this discord : its inhabitants were 
more unanimous among themselves, unfriendly 
to the Liberal Government from the beginning, 
and still more unfi-iendly to it in consequence of 
the continued opposition of the clergy. In 1843, 
the election in the Canton returned a small majority 
hostile to the Liberals ; and an Executive Council 
was constituted with a majority of the same senti- 
ments, yet not strong enough to take any decisive 
part. It was under these circumstances that the 
leaders of the Upper Valais, with the connivance 
of the Executive or at least of some of its members, 
carried on for months together a secret and illegal 
military organisation of the inhabitants ; marched 
to Sion in May 1844 ; were enabled by the trea- 
chery of the Executive to forestal and break the 
preparations of the disunited Bas-Valaisans ; be- 
came masters of the Government, proclaimed the 
latter to be rebels, and then, being joined by their 
own partisans in the Lower Valais, vanquished 
them in various encounters, especially on the river 
\Trient. In this defeat — with iis consequence, the 
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complete extinction of the Liberal party in Valais 
— there was more bloodshed, more cruelty, and 
more brutality, than had ever before been seen in 
the civil dissensions of Switzerland. And to crown 
the whole, the Bishop of Sion issued an order to 
his clergy forbidding them to administer the sacra- 
ments of the Church to the dying combatants of 
the Liberal party. When we consider that these 
combatants were Catholics, as well as fellow-citizens, 
on the point of death, and when we reflect besides 
on the consequences which the Catholic Church 
connects with the absence of the sacraments at such 
a moment, it is di£Bcult even to imagine the feelings 
under which so monstrous a mandate was issued. 

The Government of the Valais, after the elec- 
tions of 1843 — if we are to call it by that name — 
at least the majority of the Executive Council, ap- 
pears throughout this transaction in the character 
of a conspirator : privy to the illegal organisation 
of the Upper Yalais — secretly conniving at it 
until it was completed — issuing proclamations 
against these Upper Valaisans, when known to be 
on their actual march to Sion — directing them to 
disband as an unauthorised and illegal armament 
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keeping at a distance, by perfidious assurances, the 
Lower Valaisan volunteers under M. Barman, who 
had armed, though unprepared, after and on the 
news of the actual march of the Upper Yalaisans, 
and who might have got into Sion first, if they 
had not relied upon such false assurances of 
the Government — ^inviting the Upper Valaisans 
into Sion, then immediately converting them from 
an illegal body of Corps Francs into authorised 
troops of the state, and making use of them to 
crush the Lower Yalaisans under M. Barman, these 
latter being then proclaimed as the only rebels, and 
delivered into the hands of men more properly 
rebels than themselves. To play such a part, was 
bad enough in the Government of the Valais ; but 
it was the climax of disgrace that the presiding 
Canton Lucerne consented to play the part along 
with them. It appears that the illegal organisation 
of the Upper Valais, known from the beginning to 
a portion of the Executive Council of the Valais, 
was still better known to the leaders in Lucerne, 
and concerted with them beforehand ; M. Bernard 
Meyer, the Lucerne Secretary, making private 
visits to the Canton during the previous months as 
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an underhand auxiliary. On the 13th May, 1844, 
when the Upper Valaisan volunteers were actually 
on their march to Sion, M. Meyer appeared in the 
latter town, carrying a commission of Federal 
envoy in his pocket, to be produced or not accord- 
ing as it might suit his views: if the Lower 
Valaisans under M. Barman had been victoiious, 
he would have shown himself as commissioner, 
and would have employed the Federal authority to 
arrest their progress; but so long as the Upper 
Valaisans were in full advance, he was a partisan, 
attending the private meetings destined to facilitate 
their entry into Sion. As soon as they had en- 
tered that town and received the recognition of 
the Government, M. Meyer lent his best aid not 
only to the maintenance of the new Government, 
but also to the denunciation of the opposite party 
as rebels. His conduct was from the beginning 
that of an unscrupulous party-man, infringing the 
most sacred obligations incumbent on a Federal 
superior, and unredeemed even by any sentiment 
either of candour or of mercy towards the van- 
quished : for his language, even at the subsequent 
Diet, towards the Barmans and their fellow exiles, 
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who were in this case less of rebels than the victors, 
was harsh and fierce in the extreme. Lucerne 
received its reward by the passing of the Canton 
of Valais into the hands of the Ultramontane or 
clerical party, and by its adjunction to the League 
of Samen. 

It may be proper to mention — though nothing 
of importance turns upon it in reference to the 
preceding narrative — that the Executive of the 
Valais had, on the 4th May, on the ground of the 
lawless state of the country, sent a secret message 
to Lucerne invoking Federal intervention. This 
proceeding first became known in the Valais itself 
through the newspapers of Lucerne ; and strong 
reproaches were addressed to the Government for 
having done so ; upon which the Government dis- 
avowed having made such an application. They 
produced what they affirmed to be the copy of 
their letter sent, which differed from the letter 
received at Lucerne ; there was some fraud or 
mystery about this letter, which was not fiilly 
explained. However the fact may stand as to 
the letter of request, the presiding Canton, on 
receiving it, issued a requisition for a Federal 
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army : which, partly from unavoidable delays, 
partly from mistrast in some of the Cantons in- 
vited to furnish it, was not in a situation to enter 
the Yalais until after the complete victory of the 
Upper Valaisans. 

The excitement which these events caused 
throughout Switzerland was prodigious. The 
combats at the river Trient and other places in 
Valais, which had been disputed with great 
bravery on both sides, and severe loss to the 
vanquished — the harshness and cruelties exer- 
cised by the victors — more than all, the numerous 
body of exiles, many of them the most respectable 
men in the Canton, who fled with their wives and 
families into the neighbouring Cantons of Vaud 
and Geneva, to the sacrifice of their property and 
their prospects, — all this was more than sufiScient 
- to rouse throughout a large proportion of the 
country both profound sympathy and vehement 
indignation. Upon whom did the public mind 
fasten as the authors of the mischief? Upon 
the Jesuits, and upon the Canton of Lucerne. 
Upon the Hocond with perfect truth, whatever 
may be thought about the first. It was at this 
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time, and in this Way, that the anti-Jesuit move- 
ment first began in Switzerland ; for we shall not 
properly understand that movement unless we 
take it (to use an expression of the late Lord 
Eldon) " clothed in circumstances *' — in connexion 
with its antecedents and accompaniments. 

It has been already mentioned that the Jesuits 
had for a long time been established in the Yalais, 
with control over the education both of clergy and 
people. But during the years 1842 and 1843, 
this order appeared in unusual activity. They 
perambulated the Catholic Cantons publicly and 
ostentatiously, as missionaries and special preach- 
ers — especially Lucerne and the Valais; never 
before had so many Jesuits been seen in motion. 
In the latter Canton, they denounced the Liberal 
Government as impious and hostile to religion; 
and such was the efiect of their exhortations, that 
on various occasions the assembled people who 
heard them swore to rise in insurrection on the 
first summons. Such language, indeed, was no- 
thing dififerent from that which had been used 
by the Catholic Clergy generally, as well in the 
Valais recently, as in Soleure, Argau, and Lu- 
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ceme in 1840, and by the Znricli Protestant 
clergy in September 1839. Bat these Jesnit mis- 
sions were of all religions agencies the most con- 
spicuous to the public eye : they came immediately 
previous to the misfortunes of 1844 ; they were 
blazoned by the Catholic journals as having pro- 
duced almost miraculous effects; and opponents 
were on this occasion quite ready to credit the 
Catholic statement literally — ^to believe that the 
Jesuits had really done all the good ascribed to 
them, or all the harm, as it would appear from the 
opposite point of view. It is therefore indisput- 
able that the Jesuits had actually been employed 
as instruments, in preaching down the Liberal 
Grovemment of the Valais, by the native clergy 
and the politicians of Lucerne ; and what they had 
really done was enough to cause persons who 
already profoundly hated the Order to arraign 
them as the master architects of the whole. 

The 22nd May, 1844, saw the closing scene of 
the melancholy tragedy in the Valais : during the 
days immediately ensuing, the agitation arising 
from it pervaded most of Switzerland, and meet- 
ings were held in many of the Cantons to demand 
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the convocation of an extraordinary Diet. Among 
the rest, the Great Council of the Canton of Argau 
was convoked for that purpose on the 28 th of May : 
the purpose was, to urge the presiding Canton to 
summon an extraordinary Diet in reference to the 
recent events, and to instruct the Argovian Depu- 
ties as to their votes and proceeding. It was in 
this assembly that the name of the Jesuits was 
first publicly denounced. Augustin Keller — a 
distinguished Catholic, and the Director of the 
Catholic Seminary in Argau, the same person 
who three years before had proposed the sup- 
pression of the Argovian convents — moved that 
the Deputy of the Canton should be instructed 
to demand from the Diet measures for the expul- 
sion of the Jesuits from Switzerland ; that order 
being (he urged) the great cause of the deplor- 
able dissensions reigning throughout the country, 
and especially of the recent calamities in the 
Valais. 

In enforcing this point, he dwelt particularly on 

the Jesuit missions which a few months before had 

^Xiade so much noise in the Vaiais ; whilst he en- 

i^rged on the corrupt morals, slavish politics, and 
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intrigueB agamst civil authorily as weU as against 
religious liberty, which marked the history of the 
order. The motion of M. Keller was carried in 
the Council of Argau by a large majority : the 
Argovian Deputy was instructed to make the pro- 
position in the Diet for expelling the Jesuits ; and 
a circular was sent (according to custom) to the 
other Cantons, to request that each would instruct 
its Deputy in reference to the proposition. 

Though the circular thus sent round for dis- 
cussion among the Cantons met with no &vour at 
that time in the various Great Councils, it was 
enthusiastically welcomed among the Liberal Swiss 
public without, and had of course presented itself 
to many of them as well as to M. Keller. It pre- 
cisely harmonized with the existing state of their 
minds, overflowing with sympathy for the suffering 
Yalaisans, and with indignation for the treacher- 
ous means whereby the late counter-revolution 
had been consummated : it presented to them an 
old enemy as the author of a new mischief — ^an 
enemy who certainly had sown some tares among 
the wheat, and was not wanting in will to have 
sown the whole field — an enemy, moreover, against 
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T^hom some definite resolutdon admitted of being 
taken. It was in this temper that the proposition 
was received at various meetings, especially at the 
periodical meeting of Swiss rifle-shooters from all 
parts of the Confederation, which took place on 
the 30th June, 1844, at Basle. These shooting- 
meetings are in many respects the parallel of the 
sincient Greek festival games : they serve the same 
purposes of keeping aUve the national sympathies 
and supplying the defects of a very loose political 
xmion. Abundance of speeches on the political 
"topics of the day are usually delivered by various 
orators at these meetings, which are largely fre- 
quented by the more ardent Liberal politicians 
from all the Cantons. The calamities of the Va- 
laisan Liberals — expulsion of the Jesuits — ^indig- 
nation against Lucerne as an accomplice in these 
calamities — ^were among the prominent matters 
which agitated the feelings of this numerous and 
excitable assembly. The successful Upper Va- 
laisans hardly appeared, and their flag could not 
be kept up among those of the other Cantons ; 
while the defeated exiles, Messrs. Barman, were 
greeted with the warmest sympathy, and sub- 
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sciiptionB were raised for the general body of 
Yalaisan sufferers. 

If the indignation against Lucerne and M. 
Meyer was vehement at the time of this shooting- 
meeting, it became greatly heightened when the 
Diet was assembled, and when the question of the 
Valais was discussed, on the 13th July, 1844. 
M. Bernard Meyer on that occasion occupied the 
chair of the Diet ; and, replying to various crimi- 
nations from the Deputies of other Cantons, he 
not only avowed, but actually boasted of, the share 
ascribed to him in the coimter-revolution of Valais. 
He admitted the deliberate conspiracy and long- 
concerted military organisation in the Upper 
Valais to effect a coimter-revolution, together with 
his own previous knowledge as well as concern 
in it ; he justified all the previous measures by 
what he called the happy termination of every- 
thing ; and his fierce language against the Liberals 
of the Bas- Valais, at that time prostrate and in 
exile, would have been hardly tolerable even had 
their antecedent conduct been that of the most 
guilty rebels. His speech excited indignant com- 
ments from the Deputies of Vaud, Thurgau, and 
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Soleure, and contributed much to swell the previous 
animosity against Lucerne. On the voting of the 
Diet, no majority was obtained, either to approve 
or to disapprove the conduct of Lucerne: the 
approvers were only the seven states constituting 
the League of Sarnen, together with Appenzell 
Inner-Bhoden ; while the majority declared against 
all further interference of the Diet in the affairs 
of Valais. 

The proposition of Argau for expelling the 
Jesuits from Switzerland was brought before the 
Diet; but it obtained no votes except those of 
Argau and Bale-Campagne — one vote and a half. 
None of the Great Councils in the other Cantons 
instructed their Deputies to support it, though it 
had become more and more popular among the 
Liberal public without. And in this state pro- 
bably the question would have rested, if the Jesuits 
themselves had remained as they then stood — esta- 
blished merely in Valais, Friburg, and Schwytz. 
But in the months immediately following, the im- 
portant step was taken of introducing them also 
into the presiding Canton Lucerne, and that too 
under circumstances in themselves eminently 
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aggravatdng. The two streams of feeling, eac 
arising out of the catastrophe in the Valais, bn 
both at first separate — the feeling against tht 
Jesuits, and that against Lucerne — ^became in this 
manner confluent, each tending to exaggerate the 
other. Their united force broke down all the obli- 
gations of intercantonal morality, and led to the 
flagrant political wrong committed by the Corps 
Francs in invading Lucerne; at which point we 
shall arrive in the next letter. 
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Letter V. 

Oct. 2, 1847. 

I Recounted in mv last letter how the Anti-Jesuit 
^'^eling in Switzerland first arose, as a direct con- 
sequence of the catastrophe in the Valais ; how it 
^^pidly got hold of the mind of the Liberal public ; 
^tid how the expulsion of the Order was first sub- 
^tted to the Diet in July 1844, on the proposi- 
tion of Argau, but obtained no votes except those 
^f Argau and Bale-Campagne. That same cata- 
strophe had also provoked a vehement animosity 
against the presiding Canton, Lucerne, as a treach- 
erous accomplice in the counter-revolution of the 
Valais for the profit of Ultramontane politics and 
of the Samen League. 

It was at this period, and under this state of 
Swiss feeling, that the Canton of Lucerne, hitherto 
unconnected with the Jesuits, and before 1840 de- 
cidedly adverse to them, determined for the first 
time to introduce them, and to confide to them the 
care of its Cantonal education. The leading men 
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in the Canton knew perfectly well the storm which 
it would excite among the larger half of the Con- 
federacy, as well as the resistance which it would 
call forth from a large minority of their own Can- 
tonal citizens : lastly, they knew how much it 
would oflFend the expressed feelings, and even 
endanger the stability, of those Cantonal Q-overn- 
ments which had declined to support the proposi- 
tion of Argau in the Diet Of this latter fact, the 
preceding debates in the Great Council, and the 
•instructions given to their Deputies in the Diet, 
had presented suJBBcient warning. The Q-reat 
Council of Zurich had passed the following resolu- 
tion : — " The Deputy of Zurich is instructed in the 
name of his Canton to intimate the conviction that 
the Order of Jesuits contributes by its doctrines 
as well as by its missions to embitter the mutual 
relation between the Protestant and Catholic con- 
fessions in Switzerland ; and that it thus exercises 
a disturbing influence on the poUtical harmony of 
the nation. The Canton of Zurich therefore ex- 
presses its regret that some Cantons have received 
this Order among them ; and intimates its wish, in 
the spirit of confederate brotherhood (den freund- 
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^^^genofisischen' wunscli), that these Cantons may 
^^thdraw firom the influence of the Jesuits, and 
*hat their fellow Catholic Cantons may of their 
o^rxx accord resist the farther extension of the 
^x^der.** This was the voice of a Great Council 
"then in majority Conservative, and of a Govem- 
^^ent in which the Conservative Dr. Bliintschli 
^^as the leading member : it was rendered, more- 
over, yet more significant by the antecedent cir- 
^^ninstances. Ten thousand citizens of Zurich (the 
total population of the Canton being about 230,000 
fioula) had signed a petition to the Great Council, 
pitying that the vote of the Canton might be 
given in fevour of the peremptory motion of 
Argau at the Diet : it was known that these sig- 
Batores had been collected in a short time, and 
that the sentiment which they represented was 
much more widely spread. The Government of 
Zurich resisted this petition, but resisted at much 
disadvantage ; for they could not take the groimd 
(nor were they disposed to take it) that the ad- 
mission of Jesuits into any one Canton, especially 
into a presiding Canton, was a matter in which 
the rest had no concern — they admitted that it 
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involved both mischief and danger to the whole 
Confederation. " If you grant thus much/' argued 
the supporters of the petition, " does not the spirit 
of the Pact, and the general obligation of ensuring 
internal tranquillity which it expressly imposes 
on the Diet, require the expulsion of the Jesuits, 
though the letter may be silent ?*' Dr. Bliintschli 
and his colleagues were here unfavourably placed : 
against a strong popular feeling supported by con- 
siderable plausibility of reason, they had to main-* 
tain the danger of going beyond a strict construc- 
tion of the Pact, except where extreme necessity 
might compel an appeal to its spirit ; and to main- 
tain this principle-^of cardinal importance, yet 
appealing only to a far-sighted reason — against 
exciting allusions to the great Protestant name of 
Zwingli, of which they had themselves made so 
much use in rousing the people to arms in Sep- 
tember 1839. It was evident that the resistance 
was ruining their hold upon the Cantonal popula- 
tion ; and in point of fact, the elections of the next 
year put an end to their majority. Under such 
circumstances, the friendly wish, addressed to the 
Diet and to Lucerne by a Conservative Cantonal 
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Govenunenti came with double emphasis, convey- 
^^g full warning of the consequences if it were not 
^Wly or partially complied with. That wish was 
addressed not merely by Zurich, but by the many 
^tlier Cantonal Governments who thought the 
^^fiiiits a public mischief to the Confederacy, with- 
^"Ut deeming themselves authorised by the Pact to 
^pport a vote of expulsion. Now, under such 
^circumstances, one may indeed assign sufficient 
Reason why those Cantons who already had Jesuits, 
and who, moreover, were not presiding Cantons 
— -Friburg, Valais, and Schwytz — might decline 
to comply with the request for dismissing them ; 
but it is not easy to imagine how the Canton of 
Lucerne, not already having them, could bring 
itself to introduce them immediately afterwards for 
the first time — in direct contempt of the antipathy 
manifested by a large portion of the Confederacy, 
and of the " friendly wish '* of another large por- 
tion, expressed without the insulting appearance 
of coercion. We must take this fact into consider- 
ation when we look at the extraordinary excite- 
ment which follows : immediately after the people 
have put forth their deep and widespread convic- 
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tion that the existence of Jesuits even in non- 
presiding Cantons is mischievous to the entire 
Confederacy, the very next following incident in 
Swiss history is, that the Order, besides maintain- 
ing itself in Friburg, Valais, and Schwytz, makes 
the conquest of the presiding Canton also. 

It has been often attempted to bar all such con- 
siderations by simply saying — ^**This is a case 
wherein the Federal Pact imposes no restriction, 
and gives to no other Canton a right of interven- 
tion : Lucerne chooses to exercise its right of 
sovereignty, and there is an end of the' matter." 
So the question might be argued, indeed, simply 
and nakedly, if there were a Federal Court about 
to give judgment on it ; but in the conduct of life, 
the right of others to step in and hinder is only- 
one portion of a wider argument, and cannot be 
discussed apart. There are a thousand things 
which you ought not to do, though other persons 
may have no right to hinder you from doing 
them : and if this be true of a private man, stiD 
more is it true of a statesman — most of all will it 
hold good for the presiding Canton of a dissentient 
and imperfectly cemented confederacy. As pre- 
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siding Canton, you are under serious obligations 
to the entire Confederacy : you are made aware 
that a large fraction of it construes the Pact so as 
to dispute your right altogether ; and that another 
large fraction, admitting your right because they 
determine to adhere to the strict letter of the Pact, 
nevertheless pronounce the exercise of it to be 
mischievous, and conjure you to abstain. Surely 
this is a case in which it will not suffice simply to 
assert and reassert that you have an incontestable 
Federal right : the exercise of the right must 
further be shown to be essential to some para- 
mount individual interest or individual duty. 
How far Lucerne took any pains to show this, 
may be jadged by the language of M. Siegwart- 
Miiller, then President of the Diet in that town. 
" The Radicals and Protestants," said he, " have 
poured out their venom on the Jesuits every- 
where: so much the more necessary is it for those 
Governments who love order to introduce the 
Jesuits." Here the extreme, though unmerited 
odium, attached to the name of the Jesuits 
throughout a large portion of the Confederacy 
was admitted, and converted into a positive reason 
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for introducing them into Lucerne. What wonder 
that the harmony of Switzerland has perished, 
when the directing Canton adopts such maxims 
for its rule of proceeding ? 

Shortly after the Diet, the question of inviting 
the Jesuits into Lucerne, and confiding to them 
the Cantonal education, was brought into formal 
discussion before the Cantonal Great Council. The 
missions of the Order during the preceding year 
had been made to work strongly on the public 
mind ; and the majority of the Cantonal Education 
Council had also pronounced in favour of intro- 
ducing Jesuit superintendence — not without a 
strong protest from the minority, and vehement 
marks of repugnance from a considerable part of 
the population, especially in the town of Lucerne. 
The discussion in the Great Council was long and 
turbulent; but the proposition for admitting the 
Jesuits was carried in the affirmative, by a large 
majority, on the 24th October, 1 844. It was sub- 
sequently submitted to the general body of the 
citizens throughout the Canton, for the exercise of 
their veto. Though nearly all the citizens in the 
town of Lucerne voted against it, a majority 
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throughout the rural districts declared in its 
favour, and it became confirmed law. 

During the discussion of the measure in the 
Great Council, the opposing minority urged as 
one of their many grounds of objection, that it 
violated one of the articles of the constitution, and 
tlierefore could not be entertained as an ordinary 
project of law, but only under the forms and con- 
ditions prescribed for revisions of the constitution. 
This objection was overruled by the majority ; but 
it was nevertheless made the ground of a formal 
protest, drawn up, signed, and published, by five 
of the leading members of the minority, including 
anoLong them Dr. Casimir Pfyffer, one of the ablest 
jurists in Switzerland. It represented moreover 
the full belief and conviction of the Liberal mi- 
nority throughout the Canton, and aggravated 
their discontent arising out of genuine hatred to 
the Jesuits. So strongly did this discontent mani- 
fest itself, at the moment when the law was 
accepted by the majority of voting citizens, that 
the Government was induced to arrest and im- 
prison many of the most forward Anti-Jesuits in 
the town of Lucerne. 



90 POLITICS OF SWITZEELAND. [Letter V. 

It was at this point, the beginning of Decembe 
1844, that the aggressions of the Corps Francs 
commenced. 

I have already described the diflFerent feelings 
which had been roused in the Liberal and Radical 
population of Switzerland by the catastrophe in 
the Valais : indignation against Lucerne, for 
treachery in discharge of the presidential duties — 
indignation against the Jesuits, whose missions 
had been employed as instruments to bring about 
the counter-revolution in Valais — and both now 
materially heightened during the preceding three 
months, by the conduct of the Lucerne G-ovem- 
ment in adopting the Jesuits, precisely at a time 
when the majority of the Cantons expressed their 
friendly wish that the Order might be dismissed 
even from those Cantons where it previously ex- 
isted ; one of the actual reasons for such adoption 
being (as Mr. Siegwart-Miiller proclaimed in the 
Diet), that the Jesuits were unjustly hated in 
many parts of Switzerland. To these feelings 
was now added a new cause of excitement — 
sympathy for ' the minority in Lucerne ; who be- 
lieved, and made others believe, that their Can- 
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tonal constitution had beien violated for the purpose 
of introducing the Jesuits, and who were suffering 
arrest and imprisonment for their resistance in a 
cause eminently popular. All these feehngs con- 
spiring, created in the Liberal and Radical public 
throughout Switzerland an animosity against the 
Lucerne Government, so violent that they lost all 
sense of political right and wrong, and resolved to 
put it down by the most unwarrantable employ- 
ment of force. 

The first Corps Francs who invaded Lucerne 
were not numerous, and were apparently alto- 
gether unorganised: the invaders had been ap- 
prised of the number of malcontents in the town 
of Lucerne, and expected that an insurrection 
would have broken out there as soon as they were 
heard to have crossed the border ; but no insur- 
rection took place. The Government easily re- 
pelled the invaders, and proceeded to very severe 
steps against the malcontents, real and presumed, 
in the town. Many of them were arrested and 
imprisoned; while those who escaped, or fled to 
avoid such treatment, were yet more numerous. 
During the winter of 1844-45, there were not less 
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than 1100 exiles from Liioeme qfnread througli^ 
tbe neigbbouring Cantons : and tbis oontribnted tc^ 
aggravate still &rtber tbe pre-existing animosity — 
against tbe €U)vemment of Lnoeme. It is to be^ 
remarked, tbat in none of tbe various revolntions^- 
wbicb Switzerland bas experienced, bas tbere ever 
been barsb treatment of a mulitnde of individuals, 
or any numerous body of exiles spread tbrougb 
tbe neigbbouring Cantons, except in tbe two cases 
of Yalais in May 1844 and Lucerne in tbe begin- 
ning of 1845. Tbese are tbe only two cases of 
political disturbance or revolution in wbicb tbere 
bas been any severe reaction, visited upon a 
number of individuals witbin tbe Canton and 
driving a still larger number out of it : and botb 
of them produced an extraordinary effect in ex- 
citing the violent sympathies of the neighbouring 
Cantons. 

In consequence of the first invasion of the Canton 
of Lucerne by citizens from other Cantons, on tbe 
8th December, 1844, an extraordinary Diet was 
summoned at Zurich (which had become presiding 
Canton on the 1st January, 1845), at the beginning 
of the following year. This Diet continued in 
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session for two months, until the third week in 
March. Resolutions were adopted, strongly con- 
demning the Corps Francs or volunteers violating 
by arms the territory of other Cantons, and re- 
quiring each separate Canton to incorporate in its 
legislation prohibition and punishment of such 
persons. But the excitement in the Cantons sur- 
rounding Lucerne was too great to be restrained 
by any such eflforts; and some of the Cantonal 
Grovernments had no sincere desire to restrain it. 
On the 30th of March, a second invasion of the 
Canton of Lucerne was organised, in conjunction 
with the exiles : this time the invaders were nu- 
merous, not unprovided with artillery : and the 
plan of attack was concerted deliberately before- 
hand by Colonel Ochsenbein and other considerable 
persons who accompanied and took command of it. 
These invaders or Corps Francs were formed of 
volunteers from the four neighbouring Cantons of 
Berne, Soleure, Bale-Campagne, and Argau; the 
Governments of which all connived at the pro- 
ceedings. Colonel Ochsenbein with his division 
and cannon actually reached the suburb of Lucerne, 
though not until nightfall : it is alleged that had 
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he immediately commenced an attack, or fired a 
few shots, the Grovemment would have abandoned 
the town ; but the account published by the Govern- 
ment itself does not countenance such a suppo- 
sition. Lucerne was not unprepared for the attack, 
and had organised an alliance with Uri, Zug, and 
Unterwalden, for the purpose of defence: the 
arrival of contingents from these allies on the 
following day enabled it to defeat and expel the 
invaders, many of whom were slain by the Can- 
tonal Landsturm in their flight, while several hun- 
dred others remained as prisoners. 

These two invasions of Lucerne by the Corps 
Francs are so well known, and so unanimously 
judged, as to dispense with the necessity both of 
comment and detail. If I take pains to gather 
together the antecedent circumstances which caused 
the aggressive feeling of the invaders, it is with 
no view of justifying such a proceeding. It was a 
flagrant and unquestionable public wrong, merit- 
ing all the censure which has been since bestowed 
upon it; disgracing the country in the eyes of 
Europe, and exposing the Swiss to hear from foreign 
ambassadors lectures the more galling because they 
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admitted of no fair reply. Its main effect has been 
to weaken and hamper the party who committed 
it, and to fortify the position, as well as to efface 
in part the previous faults, of Lucerne. The pre- 
ceding circumstances do not at all divest this inva- 
sion of its culpability ; but they are essential to 
explain it— to explain that violent animosity, under 
the influence of which so many citizens of regular 
life and easy circumstances (the Landsturm of 
Lucerne obtained from their prisoners among the 
Corps Francs an abundant plunder, and in parti- 
cular a large number of gold watches) were induced 
to imperil their lives and expend their money, 
besides throwing aside the most obvious restraints 
of intercantonal duty. The citizens of Argau and 
Soleure, who took arms to assist the Lucerne 
minority, recollected that the Catholic agitators of 
Lucerne had helped their minorities to raise simul- 
taneous insurrections, to the infinite danger of both 
Governments, in the beginning of 1841 ; while the 
Cantonal G-ovemments of Berne, Soleure, Argau, 
and Bale-Campagne, who connived at the organi- 
sation and march of the Corps Francs against 
Lucerne, had before them the precedent of Lucerne 
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itself a few months before, when that Canton had 
been in privity and deliberate connivance with the 
conspirators who produced the counter-revolution 
in Valais — and that, too, in abuse not merely of 
Cantonal obligations, but of yet more sacred duties 
as directing Canton. Lastly, when it is indig- 
nantly remarked that Colonel Ochsenbein, com- 
mander of the Corps Francs in their invasion, is 
now in the exalted position of Chief Magistrate of 
Berne and President of the Diet, we must remem- 
ber that he sees on his immediate left hand, as 
Deputy of Lucerne, M. Bernard Meyer, the director 
and instrument of Lucerne treachery in the con- 
spiracy of the Valais. 

If it were important to take a comparative esti- 
mate of the wrongs on both sides, we might remark 
that those committed by Lucerne spring from a 
cause at once permanent and fatal to the tranquil- 
lity of the Confederacy — the spirit of Catholic 
Ultramontanism and aggrandizement ; while those 
of the Corps Francs had their rise in a state of ex- 
citement, which, however culpable, depended on 
a peculiar combination of recent events, and was 
in its nature essentially transitory. But in truth, 
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such a comparison would answer little purpose : 
the important circumstance to remark is, that both 
wrongs are real, and that the later of the two may- 
be traced back by a visible thread of causality to 
the earlier. At the present nipment, both parties 
in Switzerland have the conviction that their 
opponents have acted wrongly towards them : in 
each, that conviction is well founded. " Convicia 
et probra invicem rixantes ingerunt : neuter falso." 
Herein Kes one of the great difficulties of finding 
any solution for the existing complication of aflFairs. 

I have touched upon the two expeditions of the 
Corps Francs together, because both grew out of 
one and the same state of excited feeling. But 
between the dates of the two (8th December, 1844, 
and 1st April, 1845), events of material im- 
portance took place — the discussion on the subject 
at the Diet, and the revolution in the Canton of 
Vaud. 

At the previous Diet, in July 1844, only one 
Canton and one Half-Canton had voted for the 
expulsion of the Jesuits from Switzerland : in the 
Diet of J 845, ten Cantons and two Half-Cantons 
voted for the same proposition : so great was the 

H 
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difference made by the fact of Lucerne, the pre- 
sidential Canton, having adopted them in the 
interval. Zurich, presiding at the extraordinary- 
Diet convoked in January 1845, did not support 
the proposition for expelKng the Jesuits, nor re- 
cognise the competency of the Diet to do so : but 
its circular address proclaimed in the strongest 
manner the mischief, insecurity, and discord, which 
the reception of the Order into the Catholic di- 
recting Canton would be sure to excite in Switzer- 
land, and urgently invited Lucerne to revoke its 
resolution. It is to be remarked that the Jesuits 
had not yet actually come into the latter Canton, 
though the law had been passed to introduce them. 
The Zurich circular farther insisted that the cha- 
racter of the Order was not to be considered as 
purely religious, but as partly political, partly- 
sectarian and controversial : its direct aim being 
to aggrandize the Church at the expense of the 
State, and the Catholic religion at the expense of 
the Protestant. From the first of these two ten- 
dencies, it is repugnant to a large portion even of 
the Catholic world ; from tne second, it is placed 
in hostility with the Protestants ; and both reasons 
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ooncorred to render its admission into the pre- 
siding Canton of Switzerland disastrous, as a 
direct aggravation of the two great sources of 
discord inherent in the Confederacy. The lan- 
goage of the Deputy of Geneva, then strongly 
Conservative, on the subject of the Jesuits, was of 
Ae same tenour ; though he voted against the 
resolution for expelling them, on the ground of 
^t of competence in the Diet. There needs no 
&rther argument to shew that the Anti-Jesuit 
feeling in Switzerland was a perfectly genuine and 
snbstantive feeling — ^not a mere pretence got up 
for the purpose of revolutionizing the Pact, as so 
Diany persons have argued. Here were Deputies 
expressing the same Anti-Jesuit feeling as strongly 
as it could be expressed, who yet would not sup- 
port a sentence of the Diet for expulsion. Indeed, 
the whole past history of the Jesuits, from the 
commencement of their Order, betokens an or- 
ganised and systematic teaching of religion, not 
for religious ends, but as a means for procuring 
political and social ascendency : other priests have 
done the same to a greater or» less extent, but none 
exQ^pt the Order of Jesus has become notorious as 

H 2 
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reducing it to rule, craft, and professional duty. 
It was against this tendency, not against any 
matters essential to the Catholic religion, that even 
the Catholic world protested in the last century, 
when the Order was abolished : it is against the 
same tendency that the opponents of the Order 
protest at present ; though they doubtless greatly 
exaggerate its present power to do mischief. The 
argument has often been urged — " What pro- 
digious harm can seven Jesuits in Lucerne (the 
number at first introduced) effect, to justify such 
strong excitement?" But it is to be recollected, 
that when the Great Council of Lucerne first de- 
termined to adopt the Jesuits, no one knew to 
what extent they would be employed. There was 
every reason to believe that they would be made 
actively available in prosecution of those Ultra- 
montane intrigues which Lucerne had been push- 
ing, both as Canton and as Vorort : they had been 
so turned to account in the Valais, and their 
agency might be indefinitely extended : moreover, 
it is to be remarked that the name Jesuit cannot 
be heard, on the Cqntinent, without a cluster of 
odious associations derived fipom the past — and 
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^i the proclamation, "The Jesuits are coming!" 

M really more terrific than the men so called 

when they stand before you in flesh and blood. 

The Corps Francs invaded Lucerne before the 

Jesuits were actually in it : they did not invade 

^riburg, where the Jesuits had been long esta- 

^^lished. It was the double and confluent senti- 

^^t, against the Jesuits and against Lucerne, 

^lich roused them to the pitch of armed ag- 

S^tession, 

It was on the 14th of February, 1845, during 
^^e sitting of the Diet, that the revolution of Vaud 
Occurred. Vaud is the Canton immediately adjoin- 
^Hg to Valais : its citizens were almost witnesses 
■ of the battles in the preceding May in that Canton, 
though without taking the least part in them : its 
surgeons and its ambulances went across the border 
to administer succour to the wounded on both sides : 
it received and fostered the greater part of the 
exiled sufferers ; the two chiefs of whom, Maurice 
Barman and Colonel Joris, escaped into its terri- 
tory only by swimming the Rhone, after having 
exhausted every effort of brave commanders. 
Prom all these circumstances, the excitement in 
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Vaud, arising out of the Valaisan catastrophe, 
was unusually great; and the two feelings in 
which that excitement manifested itself — ^animosity 
against the Jesuits, and animosity against Lu- 
cerne — became proportionably aggravated. The 
Deputy of Vaud, though the Government of the 
Canton was then what is called Conservative, and 
did not support the vote for expelling the Jesuits 
in July 1844, expressed the strongest indignation 
when M, Meyer of Lucerne avowed in that as- 
sembly his long cognizance of the conspiracy for 
counter-revolutionizing the Valais. If such was 
the strong feeling general in Vaud in July 1844, 
much stronger did it become during the months 
immediately succeeding, when Lucerne, in defiance 
of the sentiment expressed throughout the larger 
portion of Switzerland, passed the law for admit- 
ting the Jesuits ; and when the Lucerne minority, 
through the consequences of their opposition to 
that measure, were cast into banishment and 
spread through the sympathising Cantons. When 
the Great Council of Vaud met for the purpose of 
instructing their Deputy in prospect of the Diet 
convoked for the last week in January, a petition 
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was presented praying that he might be directed 
to support in the Diet two points — expulsion of 
the Jesuits from Switzerland, and amnesty for the 
Lucerne exiles. This petition, signed by no fewer 
than 32,000 persons, was supported by a minority 
both in the Executive and in the Legislative 
Council ; but the majority of both were opposed 
to it. 

It was asserted by some of those who opposed 
this petition — what has been so often asserted of 
petitions emanating from Swiss Radicals — that 
those who signed it did not really care about the 
substantive thing asked for, but only asked it as a 
means to arrive underhand at the abolition of the 
Cantonal sovereignty and the erection of an Unitary 
Government in Switzerland. A similar insinua- 
tion had been made in the preceding month of 
July in the Great Council of Zurich, by Dr. 
BlUntschli, in reference to the 10,000 petitioners 
of that Canton, who asked for the expulsion of 
the Jesuits : it was a remark captious and un- 
seasonable, overleaping causes obvious and forcible 
in order to arrive at others which were at once 
weaker and more distant ; and it was likely more- 
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over to irritate petitioners who knew themselves 
to be in earnest. How widely the feeling dis- 
played in the petition was diffiosed throughout 
Vaud, is proved by the number of signatures : for 
the total population of the Canton is only 190,000 
souls, and 32,000 signatures must represent seven- 
eighths of the qualified voters under a system of 
universal suflFrage. According to political maxims 
very widely diflFused in Switzerland, it was con- 
tended by the supporters of the prayer of the peti- 
tion, among other reasons for granting it, that 
this enormous majority ought of itself to be im- 
perative, and to overrule any objection which the 
Council might entertain. In England, no such 
general maxim would be admitted : but we may 
safely assort, that if ever the time should come 
when five millions of petitioners (about the same 
proportion of our population) demand anything at 
the hands of Parliament, and are known to care 
for it intensely and earnestly, that petition will 
not be refuned, even though it contain niatter more 
questionable than the two items demanded by the 
32,000 per^on^ who signed in Vaud. The majority 
ot thu two (VuuoiU in the Canton of Vaud. refused 
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to C50inply with the prayer of the petitioners. To 
wait for the return of the quinquennial elections, 
and then choose a Council of different sentiments 
(which would have been the constitutional course), 
while in the mean time the Cantonal vote would 
have been given in Diet to sustain the Jesuits and 
the Government of Lucerne — appeared intolerable 
to a population all excited on one and the same 
immediate point. We may doubt whether even 
the English people would have submitted thus to 
wait if they had been baulked at the moment of 
their feverish excitement about the Reform Bill in 
1832 : and it is to be noted, that no Swiss consti- 
tution contains any provision analogous to the 
power of discretionary dissolution of Parliament 
by the English Crown. The immediate result of 
the refusal of the Councils was, that large numbers 
of armed citizens from the neighbourhood, marched 
into Lausanne ; while the Grovemment, on calling 
out the militia, found that this force was disposed 
to act not against, but in unison with, the insur- 
gents. The movement throughout the Canton 
appears to have been not less unanimous than pas- 
sionate : the Councils were forced to abdicate, and 
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a Provisional Government was formed, at the 
head of which was M. Druey, the leader of Oppo- 
sition. It is right to mention, that in this revolu- 
tion no man sustained the least damage either in 
person or property. A new constitution, more 
popular than the preceding, was drawn up, and 
accepted by the people during the ensuing summer : 
but in truth, the preceding constitution had also 
been very popular, and was so regarded even by 
Radical writers who wrote during the year 1844 : 
so that the new constitution worked no violent 
transfer of the seat of power, and was more analo- 
gous to a change of Ministry in England, with a 
dissolution of Parliament, than to the ideas com- 
monly suggested by a revolution. 

The proceedings of the former Government of 
Vaud, by which they had in part lost popularity 
before this change, would be instructive to remark 
upon, inasmuch as they illustrate the subsequent 
conduct of the pastors and the reaction against the 
latter which manifested itself under the new Go- 
vernment. But upon these I do not touch, since 
they have no direct bearing on the Federal politics, 
to which the present letters are chiefly confined. 
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Letter VI. 

Oct. 9, 1847. 

The perilous disposition to unauthorised employ- 
ment of force, which had pervaded Switzerland 
during the winter of 1845, was quenched by the 
repulse of the Corps Francs from Lucerne on the 
1st of April, disastrous and humiliating to the last 
degree. The Governments which had connived 
at it were under the ignominious necessity of ne- 
gotiating with Lucerne for the ransom of their 
prisoners; which they obtained at the cost of 
between 500,000 and 600,000 francs: besides 
which sum. Lucerne claimed and received from 
the Diet, assembled in July, a further indemnity of 
150,000 francs for damage sustained, out of the 
general Federal treasury. Resolutions strongly 
condemnatory of Corps Francs were again passed 
at that Diet ; and it must be added that from the 
1st April, 1845, to the present day, the peace of 
Switzerland, as between Canton and Canton, has 
never once been disturbed: every one of the 
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Grovernments has manifested an unshaken deter- 
mination to maintain it, and to repress individual 
** sympathisers," if they attempted to march in 
armed bands across their own Cantonal border. 

But though the spirit of armed invasion had 
thus been extinguished, the political feeling con- 
tinued unaltered; and the elections of 1845 in the 
Canton of Zurich returned a majority in the Great 
Council which displaced the Government called 
Conservative, the oflFspring of the 6th September, 
1839. That Government had maintained, as long 
and as much as it could, a sympathy with the 
Lucerne politics, which at length robbed it of its 
popularity with the citizens of the Canton, though 
none of the latter had taken part in the expedition 
of the Corps Francs. In the Diet of July, 1845, 
the expulsion of the Jesuits from Switzerland was 
again discussed : ten Cantons and two Half-Cantons 
voted for it; nine Cantons, including Geneva, 
against it. St. Gallen did not vote at all ; its Great 
Council were equally divided on the question, 75 
for it and 75 against it, 

To the question of the Jesuits, the one great 
matter of controversy during 1845, was added in 
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the early part of 1846 the formation of the armed 
separate league called Sonderbund, between Lu- 
cerne, Uri, Schwytz, Unterwalden, Friburg, Zug, 
and Yalais. Formal announcement of this league 
with its conditions was made to all the Swiss Go- 
vernments: in point of fact, these same seven 
Cantons had long before been connected by a 
league called the League of Sarnen ; but their new 
organisation, called the Sonderbimd, brought with 
it the important addition, that it became profess- 
edly an armed confederation — its members bound 
themselves to furnish contingents of men and 
money, and to obey a common military authority 
— all announced to be exclusively for purposes of 
common defence. To this is to be added the still 
more important fact, that the Cantons of the Son- 
derbund not only bound themselves by covenant 
to arm, but actually did arm and organise them- 
selves,' providing means of offence as well as means 
of defence. The question was thus raised. Is a 
separate league, thus armed and organised, con- 
trary to the Pact, the sixth Article of which says 
expressly — "No alliances shall be formed by the 
Cantons among each other, prejudicial either to 
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the general Confederacy or to the rights of other 
Cantons " ? 

This question was brought before the Diet at 
Zurich, for the first time, on the 4th September, 
1846, by the proposition of the Canton of Thurgau 
to declare the Sonderbund illegal. Ten Cantons 
and two Half-Cantons voted in favour of this pro- 
position, — Berne, Zurich, Glaris, Soleure, Schaff- 
hausen, Argau, Tessin, Vaud, Thurgau, Grisons, 
Appenzell-Exterieur, Bale-Campagne. The seven 
Cantons of the Sonderbund voted against it, to- 
gether with Appenzell-Interieur, Neufchatel, St. 
Gallen, Geneva and Bale-Ville, did not vote at all, 
but referred for fuller instructions to their Cantons. 
Neither on this question, nor on that of the expul- 
sion of the Jesuits, which was again discussed, was 
any majority of the Diet obtained. 

So these two questions stood over, to be re-dis- 
cussed in the Diet of the present year. But the 
year 1846, and the first half of 1847, produced 
events in Switzerland which materially altered the 
second discussion as compared with the first. Re- 
volutions took place in Berne and Geneva ; a revi- 
sion of the constitution in Bale-Ville ; and the 
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attainment of an electoral majority in the Great 

Oouncil of St. Gallen. 

The revolution of Berne, properly speaking, was 

only partially connected with Federal politics, and 
^onld not have been much spoken of in connexion 
with them, if it had not happened to raise to the 
Presidency so marked a man as Colonel Ochsen- 
hein, the previous commander of the Corps Francs. 
For in truth, the Government of M. Neuhaus, which 
Colonel Ochsenbein supplanted, was just as much 
Radical and Anti-Jesuit, and would have been, if 
it had lasted, just as much against the Sonderbund, 
as himself: and it is one among many proofs of 
the loose use of names as applied to Swiss political 
parties, that M. Neuhaus is spoken of in 1845 as 
the leader of all the Radicals, and in 1846, though 
his politics had not at all altered, as a Conserva- 
tive, merely because he stood opposed to Colonel 
Ochsenbein. After the repulse of the Corps Francs 
from Lucerne on the 1st April, 1845, the Govern- 
ment of M, Neuhaus, which had before connived 
at them, thought it necessary to make demonstra- 
tions against them, and to take some steps calcu- 
lated to prevent any repetition of the attempt. In 
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this they were certainly right, whatever censure 
they may deserve for their previous connivance : 
moreover, it may be remarked, that in the state of 
widespread excitement which preceded the 1st of 
April, their interference would probably have been 
of little effect, had they really applied themselves 
to the task ; whereas, in that state of depression 
which succeeded the repulse, there remained only 
a provoked minority anxious for farther action, and 
that minority was not too large for the Q-ovem- 
ment to control. The anger and vexation which 
pervaded a large mass of the people after the 
defeat of the Corps Francs was pretty sure to vent 
itself upon some one ; and the Government of M. 
Neuhaus, disavowing and beginning to repress 
what it was known to have previously connived 
at, became the object of discontent virith a consi- 
derable party which took Colonel Ochsenbein for 
its leader. 

The opposition against the Government of M. 
Neuhaus thus doubtless began in causes connected 
with Federal politics ; but it was enabled to succeed 
by agencies of a totally different character. It col- 
lected together all the financial malcontents an 
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embarrassed interests from the diflFerent parts of 
the Canton, promising some special Grovemment 
intervention to meet the particular case of each. 
The proprietors of land in the communes of the 
Bernese Oberland were distressed and surcharged 
with mortgages at high interest : to them was pro- 
mised an advance of 5,000,000 francs from the 
fiinds of the Government at an interest of 5 per 
cent., li of which was to be laid by as a sinking- 
fund for repayment of the principal. This was to 
be ultimately enlarged into a general caisse hypo- 
thScaire for the whole Canton. Next, the communes 
of the Emmenthal were borne down by the weight 
of pauperism : to them was oflFered an enactment 
relieving each separate commune from legal lia- 
bility to maintain its own poor, and making that 
charge public or Cantonal — at the same time con- 
solidating the poor-funds of all the separate com- 
munes into one aggregate Cantonal poor-fund, 
whereby the richer communes would have borne a 
large part of the charges of the less aflBuent. 

Such was the scheme as originally projected, 
though not carried into full eflFect : its tendencies 
appeared so dangerous that it met with the most 

I 
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« 

. strenuous opposition in passing through the con- 
stituent assembly, and was ultimately modified so 
as to leave to every commune its own poor-fund 
apart, but at the same time to alter for the future 
the principle of poor-law relief from compulsory 
to spontaneous, and to abolish the legal claim of a 
poor person on his commune. This latter change 
is recognised in principle, and is to be gradually 
approached in practice: over and above the 
amount of the poor-fund (which of course remains 
consecrated to its original purpose), the amount of 
compulsory rates hitherto levied upon the different 
communes is to be gradually diminished, until at 
length, after the lapse of four years, no farther 
recourse is to be had except to voluntary collec- 
tion. To smooth this transition, and to aid the 
distressed communes, the Cantonal treasury is to 
furnish to each commune assistance proportioned 
to the amount of its rates : but the aggregate 
charge thus arising on the Cantonal treasury is 
not to exceed in any case the maximum of 400,000 
Swiss francs (about 600,000 French francs, or 
24,0O0Z. sterling : the population of the Canton is 
at present about 430,000 souls). It will be seen, 
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that in the poor-law thus modified, the change first 
projected, or Cantonal aid to the pauperised com- 
munes, was retained in principle, but much con- 
tracted in extent ; while the new provision of 
abolishing compulsory poor-rates was introduced. 

Lastly, a third financial operation, besides what 
related to mortgages and pauperism, was included 
in this same party move. The communes of the 
Seeland and other parts of the Canton were subject 
to various burdens of immemorial antiquity — 
tithes, rent-charges, &c., old feudal redevances 
attaching to the diflferent districts, and which had 
passed into the hands of the Cantonal Government 
when it first conquered or purchased the seig- 
neurial rights, and under which of course the land 
had often changed proprietors. These burdens 
had always been odious, from their association 
with the ideas and feelings of feudal superiority ; 
after 1798, the Helvetic Eepublic then framed had 
tried partly to abolish, partly to commute them : 
but this was found impracticable, and they were 
ultimately rendered redeemable at a rate which 
the Government of M. Neuhaus in 1845 had re- 
duced from eighteen to twelve years' purchase. 

I 2 
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His opponents promised a still further reduction 
to six years' purchase ; and inasmuch as by such a 
step those who had already redeemed at the higher 
rate would be placed in a worse condition, an 
indemnity was insured to them out of the public 
treasury, equal to the diflTerence between the 
higher and the lower rate. This operation has 
since been carried into eflfect; and its result has 
been, that the Government has had to pay out in 
the way of indemnity (partly to private impro- 
priators of tithe, partly to those who had before 
redeemed at the higher rate), a greater positive 
amount than all which it received of principal 
money from redemption on the reduced scale. It 
thus not only ceases to receive for the future a 
certain tithe-revenue, but has incurred a positive 
loss. 

The defalcation arising in the public revenue 
out of these various operations, is to be made up 
by imposing a direct property-tax upon the entire 
Canton, excepting only those Catholic portions 
which formerly constituted the Bishopric of Basle 
and which are subject already to an impdt foncier 
of fixed amount. The property-tax — a painful 
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novelty to the Bernese — ^has been distinctly an- 
nounced in perspective, but not yet actually 
levied : it is to be hoped that the actual collection 
of it, which is now become indispensable to cover 
a large deficiency in the public revenue, will not 
prove too unpopular to be carried into eflFect 

Such were the various financial combinations 
whereby the party of M. Ochsenbein gathered 
together sufficient support to displace M. Neuhaus, 
procure a constituent assembly, and frame a new 
constitution. In that constitution the new finan- 
cial changes stand embodied, though in point of 
fact they have no proper right of admission into 
an act of political constitution : they are all serious 
matters of legislation, proper to be considered 
and settled by the elective Councils which that 
constitution may provide : they threaten, more- 
over, to embarrass greatly the future state of the 
revenue. The new coostitution, politically speak- 
ing, is an improvement, since it substitutes direct 
election of the Great Council in place of election 
by two stages : but this would hardly have been 
sufficient of itself to displace the former Govern- 
ment, which might well have adopted such a 
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change if recommended by popular feeling. Con- 
sidered with reference to Federal politics, the revo- 
lution of Berne in 1846 is of no great moment : 
considered with reference to internal affairs, to the 
stability of public property, and to the precedent 
afforded of acquiring partisans by helping em- 
barrassed debtors out of the public purse, it is 
one of the most unpromising which as yet oc- 
curred in Switzerland. It was accomplished 
merely by popular meetings and demonstrations, 
without the use of arms on either side : M. Neu- 
haus was displaced during the winter, the Con- 
stituent Assembly h^ld its sittings through tbe 
spring, and the constitution was published and 
ratified by the popular vote in July 1846. 

On all these points the Revolution which occurred 
at G-eneva on the 7th of October, 1846, was ma- 
terially different. It was of great Federal import- 
ance :it purely wa s political, a triumph of Radicals 
over Conservatives, without any appeal to pecu- 
niary interests : moreover, it involved a serious 
armed contest. The proximate cause of it was, 
the debate and decision in the Great Council re- 
specting instructions to be given to the deputation 
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at the Diet in reference to the Sonderbund and the 
Jesuits. I have already mentioned, that when the 
former question was discussed at the Diet on 
the 4th September, 1846, the Deputy of Geneva 
reserved his vote ; and in the beginning of Oc- 
tober, the Executive Council of Greneva proposed 
to the Great Council a draft of instructions for his 
future conduct. 

After 1814, the year of liberation from France, 
the government of Geneva became representative 
in principle, yet with a restricted suffrage and 
little responsibility to the people. Though con- 
fined to the hands of the old Genevese families 
in the Upper Town, however, it was administered 
with liberality and intelligence, and formed in this 
respect an honourable contrast to the retrograde 
and reactionary spirit which animated nearly all 
the Swiss Governments between 1815 and 1830. 
Hence, the vehement burst of popular feeling 
which traversed Switzerland after 1830, remained 
for a long time without mucji eflFect on Geneva ; 
nor was it until 1841 that a movement at length 
broke out which that Government was unable to 
resist : a new constitution was then framed, with 
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suffrage substantially universal, and with the 
voters distributed into ten electoral colleges. 
The practical working of this system was, to 
transfer the real power from the Upper Town to 
a combination of the Upper and Lower Town, 
and to throw the Radicals of St. Gervais into 
a minority. The politics of Geneva have been 
not a little influenced by its topography: the 
Rhone divides the town into two unequal parts — 
the larger part on the left bank containing the 
Haute and Basse Ville, while the smaller part on 
the right bank forms the district called St. Gervais. 
The Haute Yille or Upper Town contains the 
Hotel de Ville, the public buildings, and the resi- 
dences of the old famiUes or aristocracy of Geneva 
— men wealthy and prudent as a class, socially as 
well as politically exclusive, and proud in the 
recollections of the ancient town when it figured 
during the seventeenth and eighteenth centuries 
as a refuge for persecuted Protestantism, and when 
its professors and clergy, enjoying European cele- 
brity, added some dignity to a government essen- 
tially narrow and repulsive. The Basse Ville 
contains the bourgeois of various occupations, mer- 
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chants, tradesmen, &c., who are separated from 
the aristocracy of the Haute Ville by a social line 
not the less felt and observed because it is nowhere 
traced on the map. On the opposite side of the 
river, in St. Grervais, dwell the artisans and opera- 
tives, with smaller tradesmen among them : a class 
industrious and energetic, as well as intelligent — 
of independent spirit — strongly attached to the- 
ories of Democracy and social equality, and hating 
priestly dominion not less than poUtical privileges 
— moreover, though last not least, every man 
among -them more or less a soldier, possessing his 
rifle and familiar with the use of it. The move- 
ment of 1841 had been one in which the Basse 
Ville joined with St. G-ervais to abrogate the privi- 
leges of the Haute Yille : but when the new con- 
stitution was formed and put in working, the result 
of it was found to be that the Haute and Basse 
Ville combined together against St. Grervais — 
aristocracy and bourgeois against the Radicals. 
The newly-allied parties seem to have acted under 
a persuasion that universal suffrage was in itself 
dangerous and full of bad tendencies which it was 
their duty to neutralize ; and for this purpose they 
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constituted themselves a government of resistance. 
Their principal supporters formed themselves into 
secret societies, hoth in the Great Council and out 
of it, which were made to act powerfully upon the 
elections as well as upon legislative proceedings : 
and so strongly did the tide of party organisa- 
tion set among these Conservatives, that whoever 
among their own number declined to join some 
one of these societies, was looked upon coldly and 
unfavourably. The eflfect of such organisation was 
of course sensibly felt, and the existence of the 
societies as a general fact well known by the 
Radical leaders. M. James Fazy in the Great 
Council, and others, commented upon them severely 
under the usual title of " les embrigades." To the 
Radicals, moreover, the symptoms of aristocratical 
pretension in the newly admitted members of 
Government from the Basse Ville — who had united 
with them to bring about the movement of 1841, 
and who but for that movement would not have 
been accounted worthy to occupy the chairs of the 
Executive Council — were more galling than those 
same dispositions would have proved in the mem- 
bers of the old families whom they had been so 
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long accustomed to see in the seats of power. The 
G-enevese Government between 1841 and 1846 
was thus in its political spirit a government of 
resistance as well as of party ; though its adminis- 
tration then, as well as before 1841, gave little 
ground for complaint. It commanded a large 
majority in the Great Council ; but it had the 
considerable and compact minority of Radicals in 
St. Gervais in strong opposition — on one occasion, 
indeed, in 1843, in actual revolt, which was only 
put down by force. M. James Fazy was the lead- 
ing Radical representative in the Great Council. 

Upon this state of dissentient parties fell the 
passionate course of Swiss Federal politics during 
the interval between 1841 and 1846. The Radi- 
cals of Geneva sympathised strongly with the 
feeling against the Jesuits, and still more strongly 
with that against the Sonderbund in 1846. On 
the first of these questions, the Government of 
Geneva, while refusing to concur in any vote 
for expelling the Jesuits out of other Cantons, 
as a matter beyond their competence, always 
expressed their strong opinion that the Jesuits 
were noxious to the peace of the country, and 
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invited other Cantons to dismiss them volun- 
tarily. This reserve did not suit the views of 
the Radicals ; nevertheless, on the question of 
the Jesuits, the Government obtained large ma- 
jorities and an easy iximnph. Wiik the question 
of the Sonderbund their course might have been 
even easier, since there was really less diflFerence 
of opinion : but it was rendered imnecessarily 
diflScult, and became ultimately even critical and 
perilous, from the political feelings with which 
the Government approached it in October 1846, 
in proposing the instructions for their Deputies 
at the future Diet. There were two points to 
be determined: first, whether the Sonderbund 
should be declared illegal; next, what security 
should be provided against renewal of the Corps 
Francs, which the Cantons of the Sonderbund 
set forth as one of their main justifications for 
the formation of the separate league. Now on 
neither of these points does there seem to have 
been any substantial difference of opinion between 
the Government and the Eadicals — both agreed 
that the Sonderbund was contrary to the Pact, 
and both agreed that the Corps Francs ought 
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to be repressed. But though there was little 
difference of opinion, there was an immense differ- 
ence of feeling between the two parties: the 
Government did not approve the Sonderbund, but 
it cordially detested the Corps Francs and the 
vein of feeling in which they had originated; 
whUe the Eadicals on their part did not approve 
the Corps Francs, and were nowise unwilling 
to concur in prohibiting them, but J;heir positive 
hatred was directed against the Sonderbund and 
its originating sentiment. Now the Government, 
even though consenting to declare the Sonder- 
bund illegal, were most afraid of appearing to 
give a triumph to Radical principles : accordingly, 
they proposed to instruct the Deputy, while pro- 
nouncing the illegality of the League, to couple 
his vote with such strict conditions respecting the 
Corps Francs as would probably not have been 
realized, so that he would have been prevented 
from forming one of a majority against the Son- 
derbund. Moreover, M. Demole, the first Syndic 
of Geneva, one of the most vehement Anti- 
Radical speakers in Switzerland, would probably 
liave gone to the Diet with these instructions. 
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^ p>ower is given to the Cantons in the Pact, 
■^^t has never yet been actually exercised; and 
**^^ mere proposition of it was a party move 
-"^"^^icating a dislike of Radicalism, which the 
'^^^•^.tiicals on their side were not backward in 
^^Jiaying. 

Ab soon as the instructions had passed the 
'^c^nncil, vehement manifestations of discontent 
■^^oke out in St. Gervais : meetings were held ; 
^^d M. Fazy with others proclaimed an indignant 
t^^otest, to be addressed to the Yorort, against the 
^^solution taken by the Council. This was re- 
Stirded as a decided act of illegality by the Govern- 
ment, who thought it their duty to arrest M. Fazy. 
^e refused to obey ; and the Radicals of St. Ger- 
Vais, full of sympathy for him as well as indigna- 
tion against the course of political affairs, rose 
in insurrection to defend him : while the Govern- 
ment, trying to overpower them by military force 
and by cannonade, found itself worsted in the 
attempt and obliged to abdicate. For all ordinary 
purposes it was doubtless strong enough, but not 
for such an act of force as the arrest of the popular 
leader under the existing state of feeling. No 
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one, however, seems to have been prepared, cer- 
tainly not M. Fazy himself, for the spontaneous 
burst as well as the obstinate determination mani- 
fested by the Radicals. When once political dis- 
pute passes from words to arms, new forces which 
before slumbered are found to awake, while those 
which were before in evidence fall short of their 
apparent promise, in a way which renders calcula- 
tion of the result extremely diflScult, and throws 
much to the score of accident. 

The strong and xmmixed political character of 
this revolution-^the courage manifested by the 
men of St. Gervais — and the absence of reactionary 
lawlessness after success — rendered it a most im- 
pressive event throughout Switzerland; and its 
future influence upon Swiss affairs will be the 
greater, inasmuch as it has elevated M. Fazy, 
known before only as an able Opposition speaker 
and journalist, to a post wherein he has been 
enabled to display powers of positive government 
and organisation for which few had given him 
credit. In the constitution as now changed, the 
elective franchise remains nearly the same in ex- 
tent, having been before practically universal ; 
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out it has been distributed anew ; the aggregate 
^f about 12,000 voters is now divided into three 
^'ectoral colleges, instead of ten, while the number 
^f members in the Great Council has been dimi* 
^slied by one half. On both these points the 
P^^vious arrangement was highly favourable to 
^^^ influence of the Genevese aristocracy, who 
^ve thus by the present change lost an under- 
^^nd advantage adroitly infused into universal 
^'^^^firage by the constitution of 1841, In all times 
^f political quiet, a wealthy aristocracy like that 
^^f Geneva will be able to sway more or less the 
-^^ir expression of electoral opinion, even under the 
present or any other system : but they cannot 
Reasonably expect that the constitution should be 
1^ framed as to help them in the work. The most 
questionable change introduced by the new con- 
stitution appears to be the election of the Execu- 
tive Council by the aggregate body of Cantonal 
electors, instead of by the Great Council, as is the 
practice in the other Swiss Cantons, But we may 
remark, in regard to the Genevese constitution of 
1847, what was already observed about the new 
constitution of 1 845 in the canton of Yaud — that 

K 
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it does not bring about any capital transfer of 
the seat of power : it is a change from universal 
sufl&Bge, partially hampered and laid open to cor- 
rupt influence, to universal suffrage more free and 
spontaneous. But the 12,000 electors continue 
now, as before 1846, to constitute the political 
sovereign ; and the large majority now possessed 
by the Radicals in the Great Council is probably 
more owing to the gtrong temporary stimulus of 
the revolution itself, than to any inherent differ- 
ence between the working of the present and the 
former systems of election. Whether that large 
majority will be durable, depends much on the 
conduct of the Radical Government ; but under 
all circumstances it may well be considered 
doubtful. 

Bale-Ville has always been inflexibly Conserva- 
tive down to the beginning of the present year, 
in sympathy with Lucerne and its allied Cantons. 
The rich mercantile aristocracy of Basle forms 
in many respects a parallel to that of Geneva, 
and the minds of its population were strongly 
affected by the revolution in the latter. At the 
beginning of the year 1847, political discontent 
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■^^^ing on the increase in Basle, the Government 
"^^i^ prudent enough to take warning by the ocour- 
•"^^ixces in Gkneva, and to determine on a revision 
^f" their constitution, which is supposed to have 
^^erted the chance of a revolution. Since that 
■^"^vision, the Federal politics of Bale-Ville have 
^'^^iimed a neutral or a juste-milieu character; 
^^ither supporting the Sonderbund nor voting 
^ith the majority. 

The vote of St. Gallen, at the Diet of the 

{^X'esent year, was determined by the elections 

^f last May for the Great Council of the Canton. 

-t^revious to last May, the Great Council was 

^vided into two parties equal in number, so that 

^t the Diet of 1846, the Canton gave no vote 

on the questions of the Jesuits or the Sonderbund. 

In May last, the elections for the Catholic district 

of Gasters returned new men, of the Liberal or 

Badical party ; and this gave a majority, though 

a small majority, to that party in the Great 

Council. St. Gallen is a Canton of parity, divided 

between Catholics and Protestants, with equal 

poKtical rights to each confession : the population 

is about three-fifths Catholic and two-fifths Pro- 

K 2 
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testant, not inhabitiDg continuoiis districts. 
Catholic and Protestant communes intermingl 
one with another. There exists moreover ii^ 
this Canton what is called the Confessional Separa- 
tion, — a distinct organisation of both confessions, 
apart from and to a great degree independent 
of the Government, for the management of all 
that relates to religion, education, matrimony, 
and a range of other matters connected with 
these general heads. There is a Catholic Council 
of Administration, elected by the general body 
of Catholics, and a Catholic Executive Board, 
chosen by that Council : and as the fund belong- 
ing to the confession is ample, this board is well 
paid, exercises great influence, and is almost a 
match for the Government itself. Moreover, a 
Bishop for. the Canton exclusively has recently 
been named, and endowed, together with several 
Canons, out of a remaining portion of the pro- 
perty belonging to the old Abbots of St. Gallen. 
The Catholic religious leaders in that Canton 
have thus received a reinforcement which will 
make their organisation even more effective than 
it has hitherto been in correspondence with 
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Lucerne, and may probably enable them to break 
down the present narrow majority. The know- 
ledge of this fact is 6f course familiar to the 
Government of Lucerne; who have even been 
led to doubt whether the Great Council of St. 
GhtUen, with so small a majority, would go so 
far as to sanction measures of execution against 
the Sonderbund: this explains in part the lan- 
guage of inflexible determination and defiance 
which they have maintained. 

The two votes of Geneva and St. Gallen, added 
to the ten and two half-votes of 1846, constitute 
the majority against the Sonderbund and the 
Jesuits in the Diet of the present year. Bale- 
Ville, which was before favourable to the League, 
is now in a position of neutraUty. 

I have now followed down the course of Swiss 
Federal politics from their causes in the past to 
their present condition. One letter more — con- 
taining some general remarks on these past facts, 
and on the probable tendencies of the future, in 
so far as they admit of being dimly discerned — 
will close the series. 
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Letteb VTI, 

Qdt. 16, 1847. 

Wb trace a distinct though oamplicated sequence 
of events, one growing out of another, from the 
politico-religiouB movements prior to 1840 down 
to the present Diet and its votes respecting the 
Sonderbund. It is impossible even to comprehend, 
still less fairly to appreciate, the feelings and posi- 
tion of Switzerland at present, without going back 
to these previous circumstances. If the Sonder- 
bund is to be characterised as an effect resulting 
from the expeditions of the Corps Francs^ these 
expeditions resulted even more directly from the 
peculiar train of events which preceded them in 
X843 and 1844, And it has been the more neces- 
sary to go briefly over these, because the actual 
qonditiou of Switzerland is usually presented in a 
totally erroneous point of view — as resulting from 
the systematic efforts of the party called Eadical 
to merge the Cantonal soNeroignty in a unitary 
j^iA^onmiout, aiul to oppress the ('atholic reli<rion. 
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The invasions of the Corps Francs — the real wrong 
for which the Radicals of four Cantons adjacent to 
Lnceme are responsible* — had their rise in neither 
of these dispositions. It seems, indeed, strange 
that the Radicals should be so often charged with 
preference for a unitary government, since Radi- 
calism, as such, could not possibly gain, and would 
in all probability lose, by the change; for it is 
certain that government has less weight as a sub- 
stantive force apart from the people, and that the 
demagogic influences are more perpetually opera- 
tive, in the separate Cantons, than they would be 
in the case of one concentrated system pervading 
all Switzerland. If any one reads M. Tillier's 
valuable History of the Helvetic Republic down 
to the Act of Mediation in 1803 — a time during 
which the comparative fitness of the unitary and 
Cantonal systems of government was really under 
serious deHberation, which it never has been since 
— ^he will see that one of the objections urged by 
opponents of the Cantonal system was, that it 
opened so many easy and tempting markets for 
demagogic speculation. Some particular Radical 
leaders might gain in importance by a unitary 
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government; but the greater number of th^m. 
would be personally losers — to say nothing' of the 
feeling common to the population of every Canton, 
which puts all idea of unitary government out of 
the question. Nor is the allied hostility towards 
the Catholic religion on the part of Radicals at aU 
better fonnded. Hostility to the Jesmts is not 
hostib'ty to the Catholic religion : still less was the 
act of suppressing the Argovian convents a proof 
of this latter feeling; for the real persons who 
have gained by that suppression are the Catholic 
ministers, Catholic schoolmasters, and Catholic 
parishioners of the Canton; while the means of 
inculcating the Catholic faith and duties are un- 
questionably strengthened and not weakened. 
The monks of Muri did not employ their property 
for any such purpose; though they were ready 
enough to assist politico-religious agitation, either 
in their own Canton or in others. 

The series of facts set forth in the preceding 
letters, sufficiently shews that the two parties in 
the Federal quarrel are not distinguished from 
each other by systematic respect or disrespect 
for Cantonal independence. On the two matters 
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of contention ^hich have stood out most pro- 
minent — the suppression of the Argovian con- 
vents and the maintenance of the Jesuits — the 
position of the two parties in respect to Cantonal 
rights has been reversed. On the first of the 
two, the Badicals were the upholders of Cantonal 
sovereignty, which was then held very cheap by 
Lucerne and its allies; while on the second. 
Lucerne has pushed its separate rights to their 
extreme limits (as may be seen from the language 
addressed to that Canton by the Conservative 
Cantonal G-overnments, nowise unfnendly to 
Lucerne), against the Anti- Jesuit feeHng enforcing 
a wide construction of the Pact. If Lucerne in 
1842-43 had been able to obtain a majority in 
the Diet for the unconditional restitution of the 
Argovian convents, and had Argau refused to 
obey, the Cantons now forming the Sonderbund 
would have marched out their entire military 
force to execute it, at any cost of bloodshed : they 
would have left to Radicals all the talk about 
sanctity of Cantonal rights. It suits their policy 
now to take stand upon unrestrained Cantonal 
omnipotence; but when we put 1843 and 1847 
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together, we may see plainly that this forms no 
fixed line of distinction between the two parties. 

That which runs through the Federal quarrels 
during the last seven or eight years is, not so 
much the disputed competence of Canton against 
Diet, as the struggle for ascendency between the 
Catholic church and the political power. The 
success of the Catholic priestly agitators in the 
revision of the Lucerne constitution in 1840 — 
their attempt, even by force, to accomplish a 
similar change in Soleure and Argau — the sub- 
sequent events connected with the Argovian con- 
vents, the Valais, and the Jesuits — all these are 
under one form or another the continuation of 
the struggle above mentioned, brought into pro- 
minent relief by the action of Lucerne both as 
Canton and as Vorort. That Canton has put 
itself at the head of the Catholic Clerocracy (if 
we may venture to add one to this already 
numerous family of compound words) of Switzer- 
land, working through Democratical forms, and 
adopting the Jesuits as the most effective of all 
trainers for a political priesthood ; while on the 
other hand the party called Uadical, including 
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both Catholics and Protestants, throughout Swit- 
zerland, have been brought together by common 
antipathy to this movement— of which antipathy 
the great and perfectly natural manifestation has 
been, the protest against the introduction of 
Jesuits into Lucerne. We here discover the 
real pivot of Swiss Federal dissensions during 
the last few years ; dissensions which have divided 
the cQuntry into two hostile camps, and have 
given to the proceedings of the Diet a positive 
and central character foreign to its habitual 
negation and impotence. Of course each Canton 
has had its own local parties and grounds of 
dissension, and with these the Federal politics 
have blended, often in predominant proportion. 
In Zurich, in Vaud, and in Geneva, the then 
existing Conservative G-overnments were placed 
in a false position, — anti- Jesuit in theory and 
pro-Jesuit in vote, — which distinctly caused the 
overthrow of the two former, and mainly aided 
in that of the latter. Allowing for such separate 
Cantonal individualities, it is not the less true 
that the general cast of Swiss parties is as follows. 
1. The Clerocracy of Lucerne, working for the 
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promotion of Catholic priestly ascendency through- 
out Switzerland — ultra Democratical in constitu- 
tional forms, and leaning upon the veto or 
referendum as a means of nullifying the lay 
representative council. 2. The Radicals of both 
confessions — bound together chiefly, if not en- 
tirely, by a strong common antipathy to what 
may be termed the Lucerne policy. 3. The Con- 
servatives, principally Protestants, distinct from 
both — adverse to the Radicals (who form their 
own immediate opponents), and thrown by this 
circumstance into sympathy with Lucerne, which 
does not always proceed from coincidence of views 
— now generally in opposition, except in Neuf- 
chatel and partially in Bale-Ville, having been 
elsewhere elbowed out by the stronger contentions 
between the two other parties. The conduct of 
Lucerne has indeed been such as to do much 
unintentional service to the Radicals its oppo- 
nents, and much mischief to the Conservatives 
its supporters. 

Such is the manner in which the contending 
parties now stand opposed in Switzerland : the 
main autitheisLs is that between lay-power and 
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priest-power, each working through Democratical 
forms — the same line of parties, substantially, 
as that which now divides Belgium; whilst the 
powerful organisation of the Catholic Church, 
pervading as it does so large a portion of the 
country, and applied as it has been systematically 
to convert political questions into religious, is 
in truth a much stronger restraint- on Cantonal 
sovereignty than the feeble powers exercised by 
the Diet. The purely political question, between 
privilege on the one side and the sovereignty 
of the people on the other, is one of subordinate 
moment in Switzerland. The former creed is 
not found convenient to proclaim anywhere as 
a party formula, even by those who regret the 
times anterior to 1830 : either the Landsgemeinde, 
or universal suffrage with or without direct ex- 
pression of the popular voice in veto or referent 
durrij prevails everywhere ; and the competition 
Hes between the priest and the magistrate, which 
of the two shall influence that voice, or in what 
proportions it shall be divided between them. 
Throughout the Cantons of the Sonderbund, 
and amidst much of the Catholic population in 
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the other Cantons, the larger share of such in- 
fluence is in the hands of the priest: in the 
Protestant Cantons, the sphere of the latter is 
much more limited, in spite of a frequent dis- 
position to extend it by direct political preaching. 
The diflFerence between popular government under 
Cathohc priestly ascendency and under lay as- 
cendency, is strikingly manifested in the fact, 
that in the Cantons of the Sonderbund there is 
at this moment no free expression of opinion 
on the part of the minority: not only is the 
Cantonal press under restraint, but even Liberal 
newspapers, published in other Cantons, are sys- 
tematically refused admittance; while in the 
Radical Cantons, the Opposition press is as out- 
spoken as in any part of Europe, and every one 
who chooses to denounce the Government or 
uphold the Sonderbund is at liberty to do so. 

The preceding observations on the general cast 
of Swiss parties are not calculated to lighten our 
conception of the political dilemma iq which that 
coxmtry is now placed. On the contrary, they 
bring to view forcibly the points of repugnance 
between one part of the Confederation and an- 
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other, and the diflSculty of maintaining that degree 
of harmony which is absolutely essential to the 
idea of a common "Vaterland," recognised in 
words in the Federal Pact. The two hostile camps 
into which the country is now divided, and the 
tone of discussion hence arising, go to deprive 
this impressive German word not only of all hold 
upon the feelings but of all import and reality in 
argument. 

If we assent to the claims and to the reasoning 
set up on behalf of the Sonderbund, we should be 
driven to pronounce the Pact entirely at an end — 
we should be driven to affirm that the majority of 
the Confederation have no right in any case what- 
ever to bind the minority. The right of the Diet 
to condemn that League cannot be denied, except 
upon arguments which go to deny it in all and 
every case. It would be clear, even upon general 
reasoning simply, that the most essential purposes 
of the Pact would be frustrated if armed leagues 
among the separate Cantons were allowed to sub- 
sist. But this is a matter not left to inference; 
for the sixth Article of the Pact (already alluded 
to) expressly says — " No alliance prejudicial either 
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to the general Confederacy or to the rights of 
other Cantons shall be formed by separate Cantons 
among themselves." Commentators on the Pact, 
such as Professor Stettler of Berne (not a Radical 
writer), distinctly read this clause as constituting 
the Sonderbund Anti-Federal; and it is hardly- 
possible to construe it otherwise. The Sonderbund 
do indeed contend — " Our League is necessary for 
self-defence ; it is formed exclusively for purposes 
of defence, and is therefore not prejudicial either 
to the Confederacy or to any other Canton: of 
this we ourselves, as sovereign Cantons, are the 
only competent judges, and we deny the com- 
petence of the majority of the Diet to determine 
it for us." Here the point at issue is distinctly- 
raised, " Have the majority of the Diet competence 
to determine whether a particular league formed 
comes under the general description of league 
forbidden by the Pact?" In other worths, "Have 
they the right to apply the general provisions of 
the Pact to a particular case? Or has every 
separate Canton a right to determine this for 
itself?" To concede this latter point, would be to 
extinguish altogether the practical obligation of 
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tfje Pact. Commentators upon the Pact always 
reason upon it as an instrument according to 
^hich each Canton has voluntarily renounced a 
^rtain definite portion of its independent sove- 
J*eignty, and in which the majority of the Diet 
oAv^ a right judicially to construe its provisions 
^^d apply them to particular cases, but no right 
^ enlarge or modify them ; such judicial decision 
^g binding on the minority. Unless we grant 
^'^is, the whole business of voting at the Diet, and 
^f distinguishing between Cantons of half vote and 
^^ntons of whole vote, would be an absurdity : 
^i^deed, the Sonderbund themselves grant it, in 
^Bfies where they are the parties complaining and 
^ot the parties to be bound. Not to mention the 
efforts of Lucerne to procure a majority for the 
purpose of enforcing restitution of the Argovian 
convents — efibrts which of course imply that the 
majority had a right to overrule the step taken by 
Argau, and to dictate an authoritative construc- 
tion of the Pact — during the past session of the 
Diet, and at the very time when the Sonderbund 
formally refused to obey its resolution, the Deputy 
of Friburg preferred complaints to it against the 
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Government of Vaud, for having laid undne taxes 
upon the properties in that Canton belonging to 
the Abbey of St. Bernard. The case was one 
much less clear, in respect to contravention of the 
Pact, than the very existence of the Sonderbund 
itself: but whether clear or not, the Deputy of 
Vaud would have had a ready answer, if he in his 
turn had denied the competence of the majority to 
construe the Pact judicially, and had claimed for 
his Canton the right of separate and independent 
interpretation. 

To deny the right of judicial construction in the 
majority when it goes against you, and to invoke 
it when it makes in your favour^ is an inconsistency 
not at all likely to be tolerated. And the more "we 
look at the resistance of the Sonderbund to the 
Diet, combined with the arguments whereby it is 
defended, the more we shall be satisfied that it 
amounts to nothing less than a suspension of the 
Pact in practice as well as in theory. If a French 
or an Austrian army were at this moment to cross 
the frontier, it is certain that they would meet 
with no unanimous resistance, even if they were 
not hailed as positive allies, by the Cantons of the 
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Sonderbund. The continuance of that separate 
armed League is plainly incompatible with the 
continuance of the Pact as something real, vital, 
and operative. Lucerne cannot be Vorort of the 
Confederation, and at the same time chief of a 
Catholic Sonderbund. 

How the inajority of the Diet will deal with 
this grave and critical conjuncture — how they will 
construe their Federal rights, and what degree of 
firmness combined with moderation they will show 
in exercising them — we shall see when they re- 
assemble on the 18th of this month. If we were 
to judge by the recent manifestations on both 
sides, we should conclude that the melancholy con- 
tingency of a civil war was all but inevitable. 
Berne, Zurich, and Vaud, the three most populous 
Cantons in the Confederation, have placed them- 
selves in a complete state of military readiness; 
while the Landsgemeinden in Schwytz, Uri, and 
Zug, have also passed the strongest resolution of 
resisting force by force ; and arms have been trans- 
mitted to the Sonderbund both by France and 
Austria. It will be seen after the 18th — first, 
whether all the Cantons of the majority concur in 

L 2 
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sanctioning measures of forcible execution,* in case 
pacific tentatives fail; next, whether the popula- 
tion of all or most of those Cantons heartily 
espouses the cause ; thirdly, what species of com- 
promise they are disposed to offer or accept, as a 
means of avoiding war. On none of these points 
can we safely venture to indulge predictions at 
present. If the Cantons of the majority, with 
their population, are all unanimous, and most of 
them really earnest in the cause, there can be no 
reasonable doubt (looking at the question merely 
as one of military superiority) that they could take 
Lucerne and Friburg, in the latter of which there 
is already a discontented and compressed minority : 
the principal force and agency of the Sonderbund 
resides in these two Cantons. But this alone will 
be very far from accomplishing what is really 
desired — ^the renovation of a Pact which has been 
practically set aside, and of an extinct confederate 
brotherhood. The population of the recusant 
Cantons, instead of being conciliated, would pro- 
bably be still farther alienated : no man supposes 

* All the Cantons have now concurred : the decision of St. GaUen 
haying recently become known. (Oct. 24.) 
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**^at they could be permanently constrained by 
^^Tce, or hindered from renouncing the Confedera- 
tion, should such be their confirmed wish ; and in 
®^di case the separation would only become formal 
^^d avowed, without any maintenance of the Pact 
^Ven in name. Mere superiority of force, assuming 
^t to be ever so complete, lands us only in this 
Untoward result 

We may, however, spare ourselves the trouble 
of speculating at present on a subject so melan- 
^loly as well as so perplexing; for a civil war 
^ould be sure to throw up contingencies such as 
Xio man can foresee — not to mention the chance 
of foreign intervention which opens the door to a 
tost of new mischiefs. 

The present majority of the Cantons has on its 
hands a grave and responsible task. They are 
now in a state of positive and intimate co-operation 
altogether unusual in Switzerland, which it is 
deeply to be wished that they may have the 
wisdom to preserve, resisting that spirit of Can- 
tonal egoism which has hitherto constituted the 
chronic malady of the country ^ They possess by 
far the larger portion of the wealth, the intel- 
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ligence, the industry, and the population, of 
Switzerland : all the progressive elements in the 
country, and all its means of future permanent 
union, reside with them. The Sonderbund may 
break up the Confederation, but cannot possibly 
guide or hold it together : all its tendencies are 
those of discord and disintegration — setting Can- 
tonal individuality against Confederate brother- 
hood, Protestant against Catholic, one half of the 
Catholic world against the other half, priest 
against layman, and the dictation of religious 
preaching against the liberty of political discus- 
sion. That M. Guizot or Prince Metternich, who 
have every interest in the disunion of Switzerland, 
should patronize the Sonderbund, is extremely 
intelligible: that this sentiment should also be 
shared by those who desire to see Swiss nationality 
maintained, at least at such a pitch of eflSciency as 
will defend the integrity of the territory, is more 
extraordinary, and has its source probably in an 
undistinguishing aversion to Radicalism. Even if, 
by some fortunate compromise, the present quarrel 
were appeased, it would still be an indispensable 
condition of future unity that the Government of 
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^Qoeme should desist from its Ultramontaue and 

^SSTessive policy, and from acting as the champion 

^^ the political aggrandizement of the Catholic 

t^ttiTch thronghout Switzerland : if such policy 

^^1^ renewed, the same antipathies and excite- 

'^^Ht would again be roused throughout the 

^xifederacy. 

It deserves to be remarked, that the Diet at 
^^8 last meeting passed a peremptory resolution 
Against the Sonderbund, but only a modified re- 
^lution against the Jesuits — inviting each Canton 
to dismiss them, but not putting forth the lan- 
guage of command. This, in point of fact, is no 
more than what has been expressed as a wish even 
by the Conservatives. We may perhaps infer 
from such difierence of language that the majority 
of the Diet is not likely to be unanimous in insist- 
ing upon the worst part of its case — the expulsion 
of the Jesuits from Schwytz, Friburg, and Valais. 
If this shall be publicly declared, it will be a 
material step towards narrowing the ground of 
contention, and depriving the Sonderbund of its 
common motive for resistance. And it seems not 
wholly impossible that the present excellent Pope 
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might think the motive of restoring peace in 
Switzerland sufficient to warrant his interference, 
and might enjoin the Jesuits to withdraw from 
Lucerne. In the present excited state of the 
country, however, with the party manoeuvres of an 
active Opposition in each separate Canton, and 
with the taunts thrown out against the majority 
that they are afraid to execute their own resolu- 
tions — ^no man can reckon on the dispositions 
necessary to a moderate compromise on both sides : 
not to mention the chance of some accidental colli- 
sion on the borders of Friburg or Lucerne, which 
might produce a state of ungovernable exaspera- 
tion, and destroy all chance of adjustment. 

There is so much of all that constitutes both the 
good man and the good citizen distributed through- 
out Switzerland, that the present dissensions which 
agitate that country cannot but inspire a profound 
and anxious interest. Industry, forethought, self- 
supporting energy, and reciprocal dispositions to 
neighbourly help, pervade a larger portion of the 
population than perhaps in any other country of 
Europe. Of the spontaneous tendency to order 
which prevails there with the minimum of police 
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agency, a striking proof is aflfbrded by the fact 
that there were no food riots in any part of the 
country throughout the last winter and spring, 
though the distress was of the severest kind, the 
price of bread in some parts even higher than in 
London, and the necessity for extraordinary pri- 
vate aid unexampled. Of none of the neighbour- 
ing countries can the same thing be said : in 
France, Germany, Italy, even in England, such 
riots were but too notorious. Political revolutions 
have undoubtedly been frequent in Switzerland : 
but these revolutions have rarely been attended 
with any loss at all, either of life or property ; and 
never in any case, except Lucerne and the Valais, 
have they produced any harshness, or cruelty, or 
multiplied exiles. Proprietary rights have never 
been disturbed, and are especially protected by 
the fact that property in land is widely dissemin- 
ated among the people. In most of the Cantons, 
the Small or Executive Council addresses every 
year to the Great Council a report of its annual 
administration, and the series of these reports 
forms a record of the internal government of the 
Canton. If we follow that series for the larger 
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Cantons, euch as Berne, Zurich, St. GhJlen, So- 
leure, &c., we trace proofs of an improring and 
corrective administration, and the greatest pains 
taken to turn limited powers to the best account 
In particular we observe gradual and systematic 
amelioration in the management of the Communes, 
resulting from increased activity of Cantonal super- 
intendence : the Commune is the unit of Swiss 
social life, and its common funds as well as its 
common obligations are of the most essential im- 
portance to the comfort of the citizen ; both the 
one and the other have been subjected to good 
rules, and rescued from neglect and jobbing, with- 
out at all extinguishing the principle of distinct 
Communal management. The two grand items of 
expense which figure in the budget of a Swiss 
Canton, are the roads and public education : the 
sums which have been bestowed on both these 
purposes since the changes of 1831 have been 
immense, relatively to the total means of the 
Cantons. The habit of borrowing money on the 
security of Cantonal or Communal credit, has 
happily obtained little footing in Switzerland : far 
from being disposed to spare themselves by throw- 
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ing burdens on successors, the Swiss think it 
necessary to get together and keep together a 
capital which shall produce interest — a school-fund 
or poor-fund — so that the weight of annual taxa- 
tion for the purpose may be lightened : the actual 
generation thus imposes burdens upon itself 
greater than those which will be borne by the 
succeeding. Elementary education is nearly uni- 
versal; and in many Cantons, the public senti- 
ment, even among the poor population, sustains 
the principle of making it compulsory. The dark 
side of the picture presents itself in increasing 
pauperism, as in so many other countries of 
Europe : the poor families multiply but too fast, 
and a proletary population appears to be augment- 
ing in the manufacturing Cantons; and this is 
unfortunately an evil which, when once estab- 
lished, contains in itself a principle of contagion 
spreading more and more. The indirect taxes, 
from which a large proportion of the Cantonal 
revenues are derived, have tended everywhere to 
become more and more productive ; but it seems 
that the diflSculties by which Swiss manufactures 
are surrounded in respect of sale of their products, 
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The Cantons of the Sonderhtmd are in every 
respect the stationary and hackwanl portions of 
the Confederacy. It would be unjust and un- 
reasonable to disturb their popuktion in a state of 
things suitable to their feelings ; but there will be 
the deepest reason for regret, if the preservation 
of that which they cherish is found, through the 
intrigues of their partisan Vorort, to break up the 
union, arrest the progress, or endanger the inde- 
pendence, of the larger and more improving Can- 
tons. Whether such shall be the case or not, the 
inteUigence of the next two or three months, so 
full of anxious anticipation, will reveal. 
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Supplemental Letter. 



To M. ALEXIS DE TOCQUEVILLE {D4pute\ 

London^ Dec, 21, 1847. 

I AM glad to hear, by your letter received a day 
or two ago, that you have at last been put in pos- 
session of the third and fourth volumes of my 
History of Greece. They ought to have been 
delivered to you much earlier ; my bookseller had 
orders to send them immediately on their being 
published, and the delay which occurred is to me 
surprising, as well as vexatious. 

I have desired a few copies of my letters on 
Switzerland to be sent over to Galignani at Paris ; 
and orders will be given to Galignani to deliver 
your copy to you, if you will take the trouble of 
asking there for it. I shall be very glad if you 
will read them before your debates come on in the 
Chamber : whether you will agree in all points 
with the opinions which I give, I do not know ; 
but the value of my letters consists in the series of 
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facts which they set forth, showing that the anti- 
Jesuit movement cannot be understood except in 
connection with the peculiar circumstances which 
preceded it. You will see that I sympathize with 
the Diet, or (as it is called by its opponents) the 
Radicals : which does not at all mean that I defend 
everything that they have done. 

The manner in which the war has terminated 
exceeds everything which my most sanguine hopes 
could have anticipated. I never ventured to ex- 
pect that 90,000 citizens would have turned out 
at the orders of the Diet, not only to brave all the 
perils and all the hardships of war, but also to 
execute with perfect order and system all the com- 
mands of an able general. I never ventured to 
expect that the Sonderbund would have displayed 
90 little of that resolution, at the moment of trial, 
which was so much extolled before the moment 
arrived. Lastly, I never expected that M. Guizot 
and Prince Metternich, having so admirable a 
game to play, could have been guilty of such 
extravagant blunders. These three chances have 
all turned out so much better than any one could 
have reasonably predicted, that I am almost tempted 
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to augur (my mind being now very full of Hero- 
dotus and his point of view in reference to human 
affairs) that there must be some countervailing 
misfortunes in reserve for the Diet. When I left 
Switzerland, I came away with very melancholy 
anticipations as to the prospects of the country. I 
fancied that the Sonderbund, aided by Guizot and 
Metternich, would be quite strong enough to keep 
Switzerland disunited and helpless, if not to tear 
it entirely in pieces. The magnificent and unani-^ 
mous military demonstration which the people have 
just made has been the salvation of the country — 
not merely from the loss of its political existence 
and independent working, but also from the spread 
of that degrading fanaticism over the Catholics of 
Switzerland generally, which was the only engine 
for the Government of Lucerne to operate upon. 

You know that I am no great admirer generally 
of Lord Palmerston, and that especially, in regard 
to his proceedings in 1840, I strenuously and 
publicly condemned him. But his conduct during 
the present year, both in Italy and in Switzerland, 
appears to me to have been no less prudent than 
liberal; while I quite agree with you in saying, 

M 
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that Guizot has committed, in regard to the latter, 
almost all the faults which a Government pos- 
sibly could commit. It will be a great misfortune, 
if, in consequence of the strong anti-English pre- 
possessions common to all the parties in France, 
he is enabled to throw the blame of his o-wn 
blunders on the alleged hostility of Lord Palmer- 
ston. Guizot and Metternich were in reality the 
accomplices and allies of the Sonderbund, in the 
most barefaced manner, for the purpose of treading 
down and humiliating ^'Radicalism" in Switzer- 
land: they constituted themselves parties in the 
case, and arrogated to themiselves the right of 
interpreting and enforcing the Swiss Federal 
Pact : putting themselves out of condition to act 
as impartial mediators and arbitrators. So far 
from wishing to prevent war, it was they who got 
up the internal war, in order that they might have 
a pretext for interfering. What right can they 
have to complain of Palmerston because he would 
not sympathise in such a policy, or that he re- 
fused to concur in any intervention except one 
purely amicable, and confined to a case of pressing 
necessity ? It will really be a pity if a few adroit 
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sentences about the ^^ Machiavelism^* of Palmer^ 
ston and of England, should enable Guizot to 
escape from the censure which his conduct so 
justly deserves. He has made his own position 
completely for himself: he has endeavoured, by a 
furious and calumnious use of the press, and by 
the aid of the Conservative press in Switzerland, 
to persuade the French people that the Swiss 
m^tjority had neither courage nor conduct, and 
were tmfit to manage their own affairs: he has 
been accusing them of intentions which are not 
only untrue, but are the reverse of the truth, e.g., 
a disposition to put down cantonal sovereignty 
and establish an unitary government. The truth 
is, that his hatred of Radicalism is so intense as to 
blind him to all rational estimate of what is before 
him : he has been the dupe of the lies of his own 
partisans. And the result of his manoeuvres has 
been, that he has strengthened Switzerland at 
home, and the cause of Radicalism generally in 
Europe, more than any Swiss patriot or Radical 
could at all have calculated on doing. 

You will perceive that my Swiss Letters do not 
go beyond the 18th or 19th of October, just the 
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time when the Diet resumed its sittings after 
adjournment. But the events which happened 
aflter that period, and before the actual commence- 
ment of war, are important to understand : if you 
will procure the files of the ConstitiUiannel, whicli 
has had a very good correspondent in Switzer- 
land, from the 18th of October to the 7th or 8th 
of November, you will follow the series of facts 
without much labour. In particular, I beg you to 
remark the conduct of the majority of the Diet, as 
well as that of the Sonderbund, in reference to 
compromise, immediately before the war. The 
Sonderbund made no offer to treat at all — ^no offer 
at all tending to procure peace — until after the 
25th October, the day on which the Austrian 
Ambassador wrote to the Diet to acquaint them 
*^ that he should withdraw in case war broke out, 
but that his Government would not interfere in the 
war for or against either party." The next day 
(or next but one), after this intimation of the 
Austrian, the Sonderbund communicated certain 
terms on which they would consent to dissolve 
their separate league. These terms were not a 
diminution, but an enlargement of their demands : 
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for they required that not only the question of 
retaining or expelling the Jesuits, hut also that of 
re-establishing the suppressed Argovian convents, 
should be submitted to the determination of the 
Pope. This reference to the Argovian convents 
was in reality the introduction of a new element 
of dispute, and of a demand more inadmissible 
than anything concerning the Jesuits: for it re- 
opened a question which had been formally decided 
by the Diet in 1843, and which the Diet could not 
possibly consent to submit to arbitration anew, 
thereby reversing its own former determination. 
You see thus that the Sonderbund really made no 
offer of compromise at all — no offer to surrender 
a portion of the disputed ground in order to keep 
the rest. But the majority of the Diet, in the 
private conferences which took place immediately 
before the Sonderbund Deputies left the Diet, really 
did make a very genuine and serious offer of com- 
promise. They offered to leave the Jesuits undis- 
turbed in Friburg, Schwytz^ and Valais, provided 
the Government of Lucerne would dismiss them 
from that Canton. This was peremptorily refused 
by the Sonderbund. You will see this stated in 
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the Proclamation of the Diet, issued 4th No- 
vember, immediately before going to war, which 
I beg of you to read : it is so good, that our 
newspaper the Times, in its fondness for the Son- 
derbimd, suppressed the document. 

I felt particular satisfaction — sympathising as 
I do with the majority of the Diet— that they had 
oflfered this compromise in order to avoid the evils of 
war. At that time, it was the reasonable and fair 
compromise : for the admission of the Jesuits into 
one of the three presiding Cantons always appeared 
to me to be much more open to complaint from the 
other Cantons, than their admission (or rather 
their continuance) in Friburg, &c. Now that 
the evils and hazards of war have actvally been 
incurred, I think the Diet are quite right to turn 
the Jesuits out of all Switzerland : but the case 
stood very differently before the war, when there 
were chances on both sides. 

To think of the blindness of Guizot and the 
Sonderbimd, in refusing to compromise on such 
terms ! The dismissal of the Jesuits from Lucerne 
alone would really have been but little loss to the 
Sonderbund party and little gain to the other : 
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the real Jesuit power was in Friburg and the 
Valais, and their expulsion from those Cantons 
is a serious blow to their influence everywhere. 
If the Sonderbund had accepted the compromise 
then offered, and consented to dissolve themselves, 
they would have remained hardly less strong than 
before the dissolution. For while the same Go- 
vernments remained in the seven Cantons, the 
mere formal act of proclaiming that the league 
had ceased, would have been of very little prac- 
tical effect, and pretexts might easily have been 
found for renewing it afterwards. Moreover, the 
large majority in the Diet would still have re- 
mained, breaking up all harmony of political 
action, and the policy might still have been 
pursued, with hardly less chance of success, of 
trying to fanaticise the minds of the Catholics all 
over Switzerland. The acceptance of that com- 
promise would have been a partial defeat in namej 
for the Sonderbund, but a victory in substance 
and reality ; and it would, in all probability, have 
sown the seeds of disunion among their antago- 
nists, the majority — many of whom would have 
been much displeased at the offer. Fortunately 



168 POLITICS OF SWITZEBLAND. 

for Switzerland, the Sonderbund refused the com- 
promise, and took the chances of war : it was 
absolutely necessary for Guizot that a war should 
break out, in order that he might have a pretext 
for intervention. 

I think you will be inclined to consider the Son- 
derbund party (when you read my Letters) as a 
knot of men trying to turn religion to political 
account, and to put the priest above the political 
leader; employing for that purpose all the artifices 
of an ultra democracy : unfortunately, the Con- 
servatives of Geneva, Neufchatel, and Basle, and 
elsewhere, have lent their support to this party, 
without any direct sympathy with its objects^ but 
from ungovernable hatred of their political rivals, 
the Radicals — the same monomania which now 
besets Guizot. There never was any mistake 
greater than that of supposing the Sonderbund to 
represent religious liberty : on the contrary, it 
represented an intensity of Church predominance 
and power, such as could not have existed any- 
where but in these Cantons, and such as has now 
ceased to exist even in them. Nothing, in my 
judgment, can be more important than the general 
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principle of leaving every man to that form of 
religious belief and practice which he approves : 
but when a band of men (like the Jesuits) con- 
federate for the express purpose of making re- 
ligion an instrument of political power, they become 
most proper subjects for interference, restraint, or 
expulsion (in case of need), on the part of the 
magistrate, I do not understand how Guizot will 
prove that he has promoted the credit or the per- 
manent ascendency of France by identifying him- 
self with these " ligueurs " of the nineteenth cen- 
tury, and by employing these traitors (who are 
now proved to have been in correspondence with, 
and to have borrowed money from, Austria) as 
means for disuniting and dismembering Switzer- 
land. The principle which he laid down about 
that country appears to me to be most unjust and 
detestable, treating it as a country which was to 
be governed, not according to the choice of its own 
people, but according to the bon plaisir of the 
allied Powers. Believing, as I do, that his end was 
thoroughly mischievous, I will not quarrel with 
him for the egregious mistakes which he has 
made in the means. Intending the direct contrary. 
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he has been really the great creator and sustainer 
of Swiss nationality — he has brought about the 
greatest and most important revolution which has 
happened in the country since 1798, and has im- 
parted to the people a sentiment of force as well 
as of union, which Kadicals might long have 
prayed for in vain. Vive Guizot! You are 
almost the only Frenchman to whom I would 
venture to write so frankly and copiously about 
Guizot : for I know well that, generally speaking, 
condemnation of him from an Englishman is a 
sure way of procuring for him support, or at least 
of softening opposition against him, in your 
Chamber. For any one who, like me, wishes 
for the progressive advance of hberal ideas in 
Europe, and desires also to see France in the van 
of that movement — it is melancholy to see that 
the foreign policy of France has receded to the 
same sympathy with Austria and Russia as it had 
before 1830, and that we might almost fancy 
ourselves in 1827, as far as the French Govern- 
ment is concerned, instead of in 1847. I trust 
the nation, at any rate, will not be found to have 
remained thus stationary. 
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Adieu — my dear M. de Tooqueville — I am 
almost ashamed at the length of this letter. Give 
my very best compliments and regards to Madame 
de Tocqueville : I was very glad to hear fron^ 
Milnes that she was welL I am pretty well, and 
am progressing with my Greek history. 

Tours most faithfully, 

G. G. 
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tions. 8vo. 10«. 6d. 

CLARK'S (Sis James) Memoir of Dr. John Conolly. Comprising 

a Sketch of the Treatment of the lusane in Europe aud America. With 
Portrait. Post 8to. 10«. 6d. 

CLIYE*S (Lord) Life. By Bbt. G. R. Glbio. Post 8to. 8s. 6cL 

CLODE'S (C. M.) Military Forces of the Crown ; their Administra- 
tion and Government. 2 Vols. Syo. 2K. each. 

Administration of Justice under Military and Martial 

Law, as applicable to the Army, Nayy, Marine, and Auxiliary Forces. 
2nd Edition. 8vo. Us. 

COLCHESTER (Thb) PAPERS. The Diary and Correspondence 
of Charles Abbott, Lord Colchester, Speaker of the House of Commons 
1802-1817. Portrait. 8 Vols. 8to. 42«. 



LIST OP WORKS 



CHURCH (Thx) & THE AGE. Eseays on tbe Principlet and 
Preient PoaitioD of the Anglican Cbarob. 2 YOI0. 8to. 98». Contiots :-~ 



Vol. I. 
Anffllean Principles.— Dean Hnok. 
Modern Religioua Thought — Bishop 

EUlcott. 
SUte, Church, and Synods.— Bey. Dr. 

Irons. 
Religions Use of Taste.— Bey. R. St. 

John Tyrwhltt. 
Place of theLaity.— Professor Bnrro-vrs 
Parish Priest. — Rey. WalHham How. 
Diylnes of 16tb and 17th Centuries. 

^Rey. A. W. Haddan. 
Liturgies and Ritual, Rey. M. F. 

Sadler. 
Church & Edueatieu.— Canon Barry. 
Indian Missions.— Sir Bartle Frere. 
Church and the People.— Rey. W. D. 

Maclagan. 
Conciliation and Comprehension.— 

Rey. Dr. Weir. 



Vol. II. 
Church and Pauperism. — Earl Nelson. 
American Church^— Biahop of Western 

New Yoik. 
Church and Science. — Prebendary 

Clark. 
Ecclesiastical Law. — IsambardBmneL 
Church & National Educatidu.- 

Canon Norris. 
Church and Uniyersities. — John G. 

Talbot. 
Toleration.— Dean Cowie. 
Eastern Church and Anglican Com- 
munion.— Rey. Geo. Williams. 
A DisesUblisbed' Church.— Dean of 

Cashel. 
Christian Tradition.— Rey. Dr. Irons. 
Dogma. — Rev. Dr. Weir. 
Parochial Councils. — Arcbdeacoo 

Chapman. 



COLERIDGE'S (Samuil Taylor) Table-Talk. Portrait. 12mo. Z8.6d. 
COLLINGWOOD'S (Cuthbxrt) Rambles of a Naturalist on the 

' Shores and Waters of the China Sea. S«ing Obsenrations in Natural 
History during a Voyage to China, &c. With Illustrations. 8yo. 10f. 

COLONIAL LIBRARY. [See Home and Colonial Libraiy.] 
COOK'S (Canon) Sermons Preached at Lincoln's Inn. 8to. 9s, 

COOKERY (MoDEBvDoMBSTio). Fonnded on Principles of Eeonomj 
and Practical Knowledge, and adapted for Private FamiUea. By a 
Lady. Woodcuts. Fcap.Svo. bs, 

COOPER'S <T. T.) Travels of a Pioneer of Commerce on an 

Overland Journey from China towards ludia. Illustrations. Svo. 10«. 

CORNWALLIS (Thx) Papers and Correspondence dnring the 

American War, — Administrations in India,— Union with Ivdaad, and 
Peace of Amiens. Second Edititm. B Vols. Svo. 6S», 

COWPER'S (CouiTTBSs) Diary while Lady of the Bedchamber 

to Caroline Princess of Waleir, 1714—30. Edited by Hon. Spkvcxb 
COWFBB. Second Sdition, Portrait. Svo. 10«. 6rf. 

CRABBE'S (RiT. Gboboi) Life and Poetical Works, With Dlns- 
trations. Boyal Svo. 7t. 

CROKER'S (J. W.) Progressive Geography for Children. 
Fifth OKtioH, 18mo. U.6d. 

Stories for Children, Selected from the History of 

England. Fifteenth EdUion. Woodcuts, lemo. 2t.ed. 

Boswell's Life of Johnson. Inclading the Tour to 

the Hebrides. New and revited Library Edition. Portraits. 4 y<ris. Svo. 

[/n Pr^MratioH, 

Essays on the Early Period of the French RerolniioiL 

8vo. lbs. 

Historical Essay on the Guillotine. Fcap. Svo. Is, 



PUBLI8HBD BY MR. MURRAY. 9 



CUMMING'S (R. Goidoh) FlTe Years of a Huntert Life in the 
fte Interior of MbvCh Africa. aixik3dUi4m, Woodcuts. PortSro. e«. 

CROWE'S AMJ> CAVALCA8£LLS*S Lives of the Early Flemish 
Paintors. Woodoats. Post 6to, 10«. 6d. ; or Large Paper, 8to, 15«. 

■ Histoxy of Painting in Italy, from 2nd to 16ih 
Century. DertTed from Beaearehee into the Works of Art In that 
Country. With 100 lUustratioiis. 6 Vols. 8to. 21s. each. 

CIJNYI7GHAME*S (Sn Abthvr) Travels in the Eastern Cancasns, 
on the Caspian, and Blaek Seas, in Dagbestan and the Frontiers of 
Persia and Turkey. With Map and Illustrations. 8to. 18s. 

CXIRTIUS* (PaorsasoR) Student's Oreek Grammar, for the Upper 
Forms. Edited by Da. Wm. SMrro. Post 8to. 88. 

■ ElocidaUona of the above Grammar. Transited by 

EvBLTV Abbot. Post 8yo. 7s. M. 

Smaller Greek Grammar for the Middle and Lower 

Forms. Abridged from the larger woric ISmo. 3«. Bd. 

Accidence of the Greek Language. Extracted from 

the above work. ISmo. is. 6d. 

Principles of Greek Etymology. Translated by A. S. 



WiLKivs. M.A., and E. B. Evoland, B.A. 8ro. Nwrly Ready, 

CUEZON'S (Hon. Robist) Abmihia ahd Erkkbouic. A Year on 
the Frontiers of Russia, Turkey, and Persia. TMrd EditUm. Wood- 
euta. Post 8to. 7s. 64. 

Visits to the Monasteries of the Levant. Fifth BdUion, 

lUustratious. Post 8vo. 7«. 6d. 

GUST'S (Gbbkral) Lives of the Warriors of the 17ih Centary— The 

Thirty Years' War. 2 Vols. 16«. Civil Wars^of France and 
England. 2 Vols. 16s. Commanders of Fleets and Armies before the 
Enemy. S Vols. 18s. 

Annals of the Wars— 18th &19th Century, 1700— 1815. 

With Maps. 9 Vols. Post 8vo. 6s. each. 

DATIS*S (Nathan) Buined Cities of Numidia and Carthaginia. 

lUustratloDB. 8vo. 16s. 

DATTS (Sib Humphry) ConsoUtions in Travel; or, Last Daji 

of a Philosopher. Seventh SdUion, Woodcuts. Fcap. 8vo. 8s Bd. 

Salmonia; or, Days of Fly Fishing. Fifth Edition. 

Woodcuts. Foap.8vo. 8*,9dU 

DARWIN'S (Charlbs) Journal of Researches into the Natural 
History of the Countries visited during a Voyage round the World. 
JSkvMth l%outand. Post 8vo. 9s. 

Origin of Species by Means of Natural Selection ; 

or, the Preservation of Favoured Races in the Struggle for LiCs. Sixth 
Edition. Post 8vo. 7s. 6d. 

Yariation of Animals and Plants under Domestication. 



With Illustrations. 2 Vols. 8vo. 28<. 

— Descent of Man, and Selection in Relation to Sex. 



With Illustrations. Crown 8vo. 9«. 

Expressions of the Emotions in Man a|id Animals. 



With Illustrations. Croim 8vo. 124. 

Fertilization of Orchids through Insect Agency, and 



as to the good of Intercrossing. Woodcuts. Post 8vo. 9«. 

Fact and Argument for Darwin. By Fritz Mullkb. 



With numerous Illustrations and Additions by the Author. Translated 
from the German by W. S. Dallas. Woodcuts. Post 8vo. 6«. 



10 LIST OP WORKS 



DELEPISRRFS (Octats) History of TUmUk Lltentiire. 8to. H, 

Historie DifficnltiM k Contested Syenti. Pott 8to. 68, 

DENISON'S (B. B.) life of Bishop LonscUle. With Seleetions 

fPMi kU Vritlsg*. With Portrait. Crowaaro. 10«.M. 

DXBBTS (Eaxl of) Biad of Hoomt rendered into, English 

Blank Tene. JlhSdUUm. STols. PofttSvo. 10*. 

DB BOS'S (Lou>) Yovng Officer's Companion; or, Bssaji on 
Militarj D^Om and QuaUtiei : with Ezamplea and Illustrations from 
Historj. PoatSro. 9«. 

DBUTSCH'S (Emahuil) Talmud, Islam, The Targoms and other 
Literary Remslnf. 8vo. 12s, 

DO0-BRBAKIKQ ; the Most Bzpeditioiis, Certain, and Bai^ 

Matbod. whether great excellence or only medioerity be required. With 
a Few Hinta for those who Lore the Dog and the Oun. By htwor^ 
Gbv. HuTCHiyecv. Fifth BdUion, With 40 Woodenti. Crown 8to. 9*. 

DOKBSTIC MODEBN COOEEBT. Founded on Prineiples of 
Economy and Praetleal Knowledge, and adapted tot PrlTSte FamlUaa. 
Woodeats. Fcap. 8to. bt. 

DOUOLAS'S(S»Howa|id) Life and Adventures. Portrait. 8to. 154. 

Theory and Practice of Gnnnery. Plates. Sto. 21s. 

Constmction of Bridges and the Passage of Birers, 

in Military Operatioof. Plates. 8vo. 31 «. 

(Wm.) Horse-Shoeiog ; As ids, and As it Should be. 



IIlugtratioDfl. PostSvo. 7«. ed. 

DRAKE'S (Sir Fravois) Life, Voyages, and Exploits, by Sea and 

Lead. By Johv Babbow. Third SdUion. Poet 8to. i», 

DBINKWATEB'S (Johv) Hintory of the Siege of Gibraltar, 
1779-1788.' With a Deseription and Aoeonnt of that Oasrison from the 
Earliei t Perlode. PostSvo. 2§, 

DUCANGB'S MEDIAEVAL LATIN-ENQLISH DICTION ABY. 
Tranilated by Rev. E. A. Daymam, M.A. Bmall 4to. [In preparation, 

DU CHAILLU'S (Paul B.) EQUATOBIAL AFBICA, with 
Aoeonnts of the Gorilla, the Neet-bnilding Ape^ Chimpaasee, Croeo- 
dile, Ac. Illustratiens. 8vo. 214. 

r- Journey to Asbango Land; and Farther Pene- 
tration into Equatorial Africa. lUiuiratioBfl. Svo. 2U. 

DUFFEBIN'S (Lord) Letters from High Latitudes; an Accoont 
®i..*,^*®^* Voyage to Iceland, Jan Mayen, and SpiUbergtn. Fifth 
Edition, Woodouta. Poet Svo. 7«.6rf. 

DUNCAN'S (Major) History of the Boyal Artillery. Com- 
piled from the Original Records. 8ec(md EdUian, With Portraits. 
2 Vols. Svo. 80«. 

DYEB'S (Thos. H.) HUtory of Modem Europe, from the taking 
of Constantinople by the Turks to the cloee of the War in tue 
Crimea. With Index. 4 Vols. Svo. 42«. 

EASTLAKE'S (Sir Charlbs) Contributions to the Literature of 
the Fine Arts. With Memoir of the Author, and Beleetiona from hie 
Correspondence. By Lady Eabti.akb. 2 Vols. Svo. 24«. 

EDWABD8' (W. H.) Voyage up the Biver Amazons, including a 

Visit to Para. Post Svo. 2«. 



PUBLISHED BY MR. MURRAY. 11 



BLDOlirS (Lou>) Poblle and PriTate Life, with Bdeeiioni from 
hli ConrnpoadeoM and DUriea. Bf Hom^oB TwiM. Tkkd EMtim, 
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Map and PlaiM. PostSro. 6t, 

NORTH GERMANY,— Prussia, Saxoht, Hait- 

OYKB, and the Rhine from Mayenee to Switzerland. Mtp and Plans. 
Post 8to. 6t. 

SOUTH GERMANY,— Bayaria, Anstria, Styria, 



Salzburg, the Austrian and Bavarian Alps, the Tyrol, Hungary, and the 
Danube, from Ulm to the Black Sea. Map. Poet 8to. 10«. 

KNAPSACK GUIDE TO THE TYROL. 16mo. 6«. 

PAINTING. German, Flemish, and Dutch Schools. 

Illustrations. 8 Vols. Post 8vo. 84«. 

LIVES OF EARLY FLEMISH PAINTERS. By 

Cbowk and Cayaloasslls. Illustrations. PostSro. 10§.6d» 

SWITZERLAND, Alps of Saroy, and Piedmont. 

Mape. Poet 8ro. 9«. 

FRANCE, Normandy, Brittany, the French Alps, 



the Biyera Loire, Seine, Rhone, and Garonne, Dauphin^ Proyenoe, and 
the Pyrenees. Maps. 2 Parts. Post 8yo. 12t. 

ISLANDS OF THE MEDITERRANEAN— Malta, 

Corsica, Sardinia, and Sicily. Maps. Post Svo. 
ALGERIA. Map. Post Svo. 9*. 

PARIS, and its Enyirons. Map. 16mo. Zs. 6d, 

%* Mubbay's Plan ov Pabts, mounted on canyas. 8«. 6tf. 

SPAIN, Madrid, The Castiles, The Basque Proyinces, 



Leon, The Asturias, Galicia, Estremadura, Andalusia, Ronda, Granada, 
Murcia, Valencia, Catalonia, Aragon, Nayarre, The Balearic Islands, 
&C.&0. Maps. 2 Vols. PostSro. 24«. 

PORTUGAL, LiSBOH, Porto, Cintra, Mafra, &c. 

Map. Post 8yo. 9«. 

NORTH ITALY, Piedmont, ' Liguria, Venetia, 

Lombardy, Parma, Modena, and Romagna. Map. Post 8to. lOs. 

CENTRAL ITALY, Lucca, Tuscany, Florence, The 



Marches, Umbria, and the Patrimony of St. Peter's. Map. Post Syo. 10«. 

ROME AND IIS EwviRONS. Map. Post Syo. 10«. 

SOUTH ITALY, Two Sicilies, Naples, Pompeii, 



Herculaneum, and Vesuvius. Map. Post Svo. lOi. 
KNAPSACK GUIDE TO ITALY. 16mo. 

PAINTING. The Italian Schools. Illustrations. 

2 Vols. Post Svo. S0«. 

LIVES OF ITALIAN PAINTERS, froh Cihabub 

to Bassako. By Mrs. Jameboit. Portraits. Post Svo. 12«. 

RUSSIA, St. Petbrsburo, Moscow, Polavd, and 

FiKLANP. Maps. Post Syo. ISa. 

DENMARK. Map. Post Svo. 6s. 
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LIST OF WORKS 



HAND-BOOK— SWEDEN. Map. Post 3yo. 6$. 

NORWAY. Map. 68. 

GBB£C£, the Ionian Islandi, Continental Greece, 

Atbens, tbe Peloponnerai, the Islands of the ^gean Sea, Albania, 
Tbessalf, and Macedonia. Mape. Post 8to. 16ii. 

TUBEBT IN ASIA— CoHSTAiiTiiroPLi, the Bob- 



phorns, Dardanelles, Brousa, Plain of Troj, Crete, Cypros, Smyrna, 
Epbesus, the Seven Cburcbes, Coasts of the Black Sea, Armenia, 
Mesopotamia, &e. Maps. Post Svo. 16s. 

EOYPT, including DeBcriptioni of the Conne of 



the Nile tbrongb Egypt and Nubia, Alexaadria, Cairo, and Thebes, the 
Snes Canal, the Fjnmida, the Peninsula of Sinai, the Oases, the 
Fyoom, ieo. Map. Post 8to. IBs 

HOLY LAND — Stbia Palxstihs, Peninsula of 



Sinai, Edem, Syrian Desert, Ac Maps. Poet 8to. 

INDIA — BoxBAT AMi> Madras. Map. 2 Y ols. 



' Post Sto. 13s. each. 



ENGLISH HANDBOOKS. 

HAND-BOOK— MODERN LONDON. Map. 16mo. Zs, 6d. 

ESSEX, CAMBRIDGE, SUFFOLK, AND NOB- 
FOLK, Cbelmsford, Colchester. Maldon, Cambridge, Ely, Newmarket 
Bury, IpswicbjWoodbridge, Felixstowe, Lowestoft, Nonricb, Yarmouth, 
Cromer, Ice. Map and Plans. Post 8to. 12s. 

CATHEDRALS of Oxford, Peterborough, Norwich, 



Ely, and Lincoln. With 90 Illnstrations. Crown Sro. 18s. 

— KENT AND SUSSEX, Canterbury, Dorer, Bams- 



gate, Sbeemess, Bocbester, Chatham, Woolwleh, Brighton, Chichester, 
Worthing, Hastings. Lewe«i. Amndel, Ac. Map. Post Sto. 10». 

SURREY AND HANTS, Kingston, Croydon, Rei- 



fate. Guildford, Dorking, Bcxhill, Winchester, Sonthamptoo, Ne# 
crest, Portsmouth, and Ibls of Wmht. Maps. Poet Sto. lOis. 

BERKS, BUCKS, AND OXON, Windsor, Eton, 



Reading, Aylesburf . Uzbridge, Wycombe, Henler, the City and Unl- 
versitj of Oxford, Blenheim, and the Descent of the Thames. Map. 
Post Sto. It. 6d. 

WILTS, DORSET, AND SOMERSET, Salisbury, 

Chippenham, Weymouth, Sherborne, Wells, Bath, Bristol, Tannton, 
dbc. Map. Post Sto. 10«. 

DEVON AND CORNWALL, Exeter, Ilfracombe, 



Linton, Sidmontb, Dawlisb, Teignmouth, Pljmoath, Deronport, Tor- 
quay, Lannceston, Truro, Penzance, Falmouth, the Lizard, Lukl's End, 
Ac. Maps. PoMfSTo. 12«. 

CATHEDRALS of Winchester, Salisbury, Exeter, 



Wells, Chichester, Bocbester, Canterbury. With 110 lUnstrations. 
2 Vols. Crown 8vo. 24#. 

GLOUCESTER. HEREFORD, ahd WORCESTER, 



Cirencester, Cheltenham, Stroud, Tewkesbury, Leominster, Boss, Mal- 
vern, Kidderminster, Dudley, BromsgroTe, ETesbam. Map. Poet Sto. 

CATHEDRALS of Bristol, Gloucester, Hereford, 



Worcester, and Liobfield. With 60 lllustratlona. Crown Sto. 16s. 

NORTH WALES, Bangor, Camarron, Beaumaris, 



Snowdon, Llanberis, Dolgelly, Cader Idiis, Conway, dee. Map. Post 
Svo. 7«. 



SOUTH WALES, Monmouth, Llandaff, Merthyr, 

VhIb of Neath, Pembroke, Carmanben, Tenby, Swansea, and The Wye, 
dec. Map. Post Svo. 7«. 
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HAND-BOOK— CATHEDRALS OP BANGOR, ST. ASAPH, 

Llandaff, and St. Dftrid's. With lUnstnitions. Post Bvo. 1S«. 

_ DERBY, NOTTS, LEICESTER, STAFFORD, 

MaUock, Bakewell, Chatswortb, Th« Peak, Boxton, Hardwick, Dove 
I>mle, Ashborne, Southwell, Mansfield, Betford, Burton, Belvcir, Melton 
Mowbraj, Wolverhampton, Lichfield, Walaall, Tamworth. Map. 
Post 8vx>. 99. 

SHROPSHIRE, CHESHIRE avd LANCASHIRE 



— Shreirsbury, Ludlow, Bridflrnorth, Oswestry, Chester, Crewe, Alderlejr, 
Btookport, Birkenhead, Warrington, Bury, Manehester, Liyerpool, 
Burnley, Clitheroe, Bolton, Blackburn,! Wigan, Preston, Rochdale, 
Lancaster, Southport, Blackpool, Ac Map. Poet 8ro. 10«. 

YORKSHIRE, Doncaster, Hall, Selbj, Bererlej, 



Scarborough, Whitbr, Harrogate, Bipon, Leeds, Wakefield, Bradfoid, 
HaliCaz, Hnddersfield, Sheffield. Map and Plans. Post 8vo. 18«. 

CATHEDRALS of York, Ripon, Durham, Carlisle, 



Chester, and Manchester. With 00 Illustrations. S Vols. Grown Sro. 
DURHAM AND NORTHUMBERLAND, New- 



castle, Darlington, Gateshead, Bishop Auckland, Stockton, Hartlepool, 
Sund^and, Shields, Berwick-on-Tweed, Morpeth, Tynemouth, Gold- 
stream, Alnwick, Ac. Map. Post 8vo. 9«. 

WESTMORLAND amd CUMBERLAND— Lan- 



caster, Fnmess Abbey, Ambleside, Kendal, Windermere, Coniston, 
Keswick, Grasmere, Ulswater, Carlisle, Cockermouth, Penrith, Appleby. 
Map. PostSyo. Of. 
*»• Mdbbat*s Map ov thb Lakb Distuot, on canyas. 8«. M. 

SCOTLAND, Edinburgh, Melrose, Kelso, Glasgow, 



Dumfries, Ayr, Stirling, Arran, The Clyde, Oban, Inverary, Lodi 
Lomond, Loch Katrine and Trossaehs, Caledonian Canal, Inverness, 
Perth, Dundee, Aberdeen, Braemar, Skye, Caithness, Boss, Suther- 
land, Ac Maps and Plans. Post Sro. 9s. 

IRELAND, Dublin, Belfast, Donegal, Galway, 



Wexford, Cork, Limerick, Waterford, Killamey, Munster, Ac. Maps. 
Post 8to. 12a. 

FAMILIA'B QUOTATIONS. From Sngliah 



Authors. Third BiUion. Fcap. Sro. 6t. 
HORACE ; a New Edition of the Text. Edited by Diar MiuiAir. 

With 100 Woodcuts. Crown 8vo. 7», 6d. 

Life ot By Dmah Milmav. IlloBtrations. 8yo. 9a 

HOUGHTON'S (Lobd) Monographs, Personal and Social "With 

Portraits. Crown Sto. 10«. 6d. 
HUME'S (The Student's) History of England, from the Inva- 
sion of Julius Cesar to the Revolution of 1688. Corrected and con- 
tinned to 1868. Woodcuts. Post Sro. 7a, 6d. 

HUTCHINSON (Geh.), on the most expeditious, certain, and 

easy Method of Dog-Breaking. Fifth Edition. With 40 IllnRtrations. 
Crown 8to. 9a, 

BUTTON'S (H.E.) PrincipiaGrseca; an Introduction to the Stndy 
of Greek. Comprehending Grammar, Delectun, and Exercise-book, 
with Vocabularies. Sixth Edition, 12mo. 8a. 6d. 

IRBY AND MANGLES' Travels in Egypt, Nubia, Syria, and 

the Holy Land. Post 8vo. 2a, 
JACOBSON'S (Bishop) Fragmentary Illustrations of the History 

of the Book of Common Prayer; from Manuscript Sources (Bishop 

Sandkrbok and Bishop When). 8vo. 6«. 

JAMES' (Rby. Thomas) FUbles of ^sop. A New Translation, with 
Historical Preface. With 100 Woodcuts by Tsknisl and WoLf . 
Sixty-fourth Thouaand. Post 8vo. 2a. 6d, 





18 



LIST OF WORKS 



HOME AND COLONUL LIBRARY. A Series of Works 
adapted for all drolM and daaaaa of Readan, hariiiff been eeleeted 
for their ackooirledged interest, and ability of fbe Autbon. Poet 8to. 
Publisbed at Sf . and 8». fUL eaui« and amuiged under two distinetiTe 
heads as follows :— 

CLASS A. 
HISTORY, BIOGRAPHY, AND HISTORIC TALES. 



1. 8IEOE OF GIBRALTAR. Bf 
Jomr DuvKWATn. Si. 

5. THE AMBER- witch: Bj 

LAxnr Duff Oobdoit. Sto. 

8. CROMWELL AND BONYAN. 

Bj ROBBBT SOUTBBT. 2t. 

4. LIFE ovBxB FRANCIS DRAKE. 
Bj Jomr Babbow. Sf. 

6. CAMPAIGNS AT WASHING- 

TON. B7RnT.O.R.GLBio. 8«. 

e. THE FRENCH IN ALGIERS. 
By Ladt Duff GoiDOV. Si. 

7. THE FALL OF THE JESUITS. 

Si. 

& LIYONIAN TALES. Si. 

9. LIFE OF COND& BjLou Ma- 

ww. 81.&C. 

la SALFS BRIGADE. By 
O.tLQiLMsa. S«. 



11. THE SIEGES OF VIENNA. 
Bj Loid Bzxnsnu. Si. 

19. THE WATSIDE CROSS. B7 
Caft. MnjiAy. Si. 

13. SKETCHES OF GERMANLIFE. 

Bj Sn A. GoBDOV. 9§. &C. 

14. THE BATTLE OF WATERLOO. 

Bf Rbt. O. R. Glvo. 8». 9d, 

16. AUTOBIOGRAPHY OF STEP. 
FENS. Sf. 

16. THE BRITISH POETS. By 

Thomas CAKPBmii. 81.M. 

17. HISTORICAL ESSAYS. By 

LOBD Maiom. Sf. 9i. 

18. LIFE OF LORD CLITE. Bj 

Rbt. O. R. Ouno. 8f.6<C. 

19. NORTH - WESTERN RAIL- 

WAY. B7SibF.B.Hbad. Si. 

90. LIFE OF MUNBO. By Rbt. G. 
R.GLB10. 8f.M. 



CLASS B. 
VOYAGES, TRAVELS. AND ADVENTURES. 



1. BIBLE IN SPAIN. By Gbobob 
BOBBOW. Si. 6d. 

9. GYPSIES of SPAIN. By Gbobob 

BOBBOW. 81. 6d. 

8 A 4. JOURNALS IN INDIA. By 
BishofHbbbb. 9 Vols. 7i. 

6. TRAVELS nr thb HOLY LAND. 

BylBBTandMABOLBS. Si. 

8. MOROCCO AND THE MOORS. 

By J. Dbuioiobd EUt. Si. 

7. LETTERS FROM thb BALTIC. 

By a Laot. Si. 

& NEW SOUTH WALES. By Mas. 
MBBBDrrH. 2i. 

9. THE WEST INDIES. By M. G. 

Lbwis. 2i. 

10. SKETCHES OF PERSIA. By 

Sib Jomr Malcolm. 81. 6d. 

11. MEMOIRS OF FATHER RIPA. 

Si. 

13 & 18. TYPEE AND OMOO. By 
HBBHAnr Mbltillb. S Vols. 7i. 

14. MISSIONARY LIFE IN CAN- 
ADA. By Rbt. J. Abbott. 2«. 



16. LETTERS FROM MADRAS. By 
a Last. Si. 

16. HIGHLAND SPORTS. . By 

Chabus St. JoHH. 81. M. 

17. PAMPAS JOURNEYS. "By Sn 

F.B.Hbad. Si. 

18. GATHERINGS FROM SPAIN. 

By RiflHABn Fobd. 81. 94, 

19. THB RIVER AMAZON. By 

W. H. EowABDi* Si. 

90. MANNERS A CUSTOMS OF 

INDIA. ByRBT.C.AoLAHD. 81. 

91. ADVENTURES IN MEXICO. 

By G. F. RuxTOB. 8«.8d. 

99. PORTUGAL AND GALLICIA. 
By LoBD Cabvabtob. 81. 8d. 

98. BUSH LIFE IN AUSTRALIA. 
By Rbt. H. W. Hatoabth. 9i. 

94. THE LIBYAN DESERT. By 

Batlb St. JOHB. 9i. 

95. SIERRA LEONE. By A Laot. 

81. M. 



*«* Each work may be had separately. 
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JAMESON'S (Mbs.) Liyes of the Early Italian Painters— 

and the ProgreM of Paintiiig In Italj— CUjpabiM to Bmmuio. New 
lUMtm. With 60 Portnitt. Pott 8to. Hm, 

JENNINGS' (L. J.) Eighty Tears of Bepublican Qoyemment in 

the United State*. Poet Sro. lOs. 6tf. 

JERYIS'S (Biy. W. H.) Oallican Church, from the Con- 
cordat of Bologna, 1616, to the Beyolotion. With an Introdnctlon. 
Portraits. 2 Vols. 8to. 28a, 

JESSE'S (Edwjl&d) Gleanings in Natural History. Fcp.Syo. 8«. 6d. 

JOHNS' (Riy. B. G.) Blind People ; their Works and Ways. With 
Sketehee of the Liyee of aome famoos Blind Men. With Illuatrations. 
PoetSvo. 7*.ed. 

JOHNSON'S (Db. Samuil) Life. By James BosweH Including 

the Tonr to the Hebridee. Edited by Mb. Cboxsb. New revi$»d Library 
BditUm, Portraits. 4 Vols. Svo. [/» Preparatiom, 

Liyes of the most eminent English Poets, with 

Critical Obaervatione on their Worke. Edited with Notes, Ccrrectiye 
and Explanatory, by Pstbb CuinrwoHAX. 8 yols. 8to. Vb, 9d, 

JUNIUS' Handwritino Professionally inyestigated. By Mr. Chabot, 
Expert With Prefiace and Collateral ETidenoe, by the Hon. Edwabo 
TwiSLBTOir. With Facsimiles, Woodents, Ac. 4to. £8 8f. 

KEN'S (Bishop) Life. By a Latmav. Portrait 2 Vols. 8yo. 18a. 

Exposition of the Apostles' Creed. 16mo. 1$. 6d. 

KEBR'S (BoBBBT) GENTLEMAN'S HOUSE ; ob, How to Plav 
EvoLUH RssioBiroBS, raoM ths PAB80]ri.eB to tbb Palaob. Third 
EdUUm, With Views and Plans. 8to. Ms. 

. Small Country House. A Brief Practical Discourse on 

the Planning of a Besidence from S000{. to 60001. With Supple- 
mentary Estimates to 70001. PostSvo. 8s. 

Ancient Lights; a Book for Architects^ Snryeyors, 

Lawyers, and Landlords. Syo. 6t,94, 

(B. MAI.00LX) Student's Blackstone. A Systematic 



Abridgment of the entire Commentaries, adapted to the pxeient state 
. of the law. PostSyo. 7s. 6d. 

KINO EDWABD YItb's Latin Grammar. Seventeenth Edition. 
ISmo. 8f . M» 

Pirst Latin Book. Fifth Edition. 

%9mo. 2».Sd, 

KING GEOBGE IIIbd's COBBESPONDENCE WITH LOBD 
NORTH, 1769^. Edited, with Notes and Introdnetion, by W. Booham 
DovvB. 3volii. Bto. 83s. 

KING'S (R. J.) Sketches and Studies; Historical and Descriptiye. 

8yo. lit. 

KIBK'S (J. FosTiB) History of Charles the Bold^ Duke of Bur- 
gundy. Portrait. 8 Vols. 8yo. 4fi«, 

KIEKES' Handbook of Physiology. Edited by W. Mobbabt 
Bakbb, F.R.C.S. EighthSdU. With 840 Illustrations. PostSyo. 12i.ed. 

KUGLER'S Handbook of Painting.— The Italian Schools. Fourth 
Edition. Berised and Remodelled from the most recent Besearcbes. By 
Ladt Eabtlakb. With 140 Illustrations. S Vols. Crown Syo. 80«. 

Handbook of Painting. — ^The German, Flemish, and 

Dutch Schools. Third Edition, Beyised and in part re-wrltten. By 
J. A. Cbows. WitheoiUustratioDS. 8 Vols. Grown Syo. 24s. 

LANE'S (E. W.) Account of the Manners and Customs of Modem 
Egyptians. New Edition, With Illustrations. 2 Vols. Post Syo. 12«. 

LAWRENCE'S (Sib Gbo.) Reminiscences of Forty-three Years' 
Serrice in India ; including Captiyities in Cabul among the AfTghans 
and amongUie Sikhs, and a Marratiye of the Mutiny in Bajputana. 
Edited by W. Edwabdb, H.M.C.B.S. Crown Syo. lO#.0d. 
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LAYARD'S (A. H.) ITineyeh and iU Remaina. Being a Km> 
ntiye of Reteunebet uid Dfteorerlet amidst the RidiM of AMjifa. 
With an Aeeoont of the Chaldean Christians of Koidistaa ; the Teae^ 
or DeTil-irerBhippers; and an Enqnirj into the Manners and Arts of 
the Ancient Asqrrians. Sixth XiUiom, Flatee and Woodeots. SVols. 
8to. 86*. 

*«* A Popular Eomoir of the ahore work. With Ulnstratfons, 
PostSvo. 7».6d, 

Ninereh and Babylon ; being the Narratire of I)ia> 

coTeries In the Ruin«, with Travels in Armenia, Kurdistan and the 
Detert, during a Second Expedition to Assyria. With Map and 
Plates. 8to. 2\». 

*«* A PopcLAB Editiox of the above irork. With lUustratioBS. 
Post 8vo. 7s. 6d. 

LEATHES' (Stavlbt) Practical Hebrew Gnunmar. With the 
Hebreir Text of Genesis L—ri., and Psalms iv— ri. Grammatiesl 
Analysis and VocabuUry. Post 8vo. 7«. 9d. 

LENNEPS (Rby. H. J. Yah) MiMionaiy Trarels in Aria Minor. 
With Illustrations of Biblical History and Arehnok>gy. With Map 
and Woodcuts. 2 Vols. PostSvo. 34*. 

LESLIE'S <C. R.) Handbook for Young Painten. With IHnstra. 

tions. Poet 8vo. 7s. 6d, 

Life and Works of Sir Joshua Reynolds. Portraits 

and Iliustrationi. 2 Vols. Svo. 42s. 

LETTERS Frox thi Baltic. By a Ladt. Post Syo. 2$, 

MADaAS. By a Ladt. Post 8to. 2«. 

SiBBRA Lioaa. By a Ladt. Post Syo. 8«. M. 

LEYFS (Liovi) History of British Commerce ; and of the Eco- 
nomic Progress of the Nation, from 1763 to 1870. Svo. 18s. 

LEWIS'S (M. G.) Journal of a Residence among the Kegroea In the 

West Indies. PostSvo. 2s. 
LIDDELL'S (DaAv) Student's History, of Rome, from the earliest 

Times to the establishment of the Empire. With Woodeots. PostSvo. 

79.6tL 

LINDSAY'S (LoaD) Lires of the Lindsays; Memoir of the 
HouMS of Crawftird and Balcarres. With Extracts from OiMal Fipefs 
and Personal Narratives. 8 Vols. Svo. 24*. 

Etruscan Inscriptions. Analysed^ Translated, and 

Commented upon. Sve. 12f. 

LLOYD'S (W. Watmss) History of Sicily to the Athenian War; 

with Elucidations of the SicilUn Odes of Pindar. With Map. Svo. 14s. 
LISPINOS from LOW LATITUDES; or, the Journal of the Hon. 

ImpulsiaOuflhington. EditedbyLoBDiyuTrimiir. With24Platee.4to.21s. 

LITTLE ARTHUR'S HISTORY OP ENGLAND. Bj Ladt 

Callcott. New cmd Cheaper SdUUm, ecntiinud to 1872. With Wood- 
cuto. Fcap. Svo. Is. 6d. 

LIVINGSTONE'S (Da.) Popular Account of Missionary TrareU 

and Researches in South Africa. Illustrations. Post Svo. 8s. 

Narrative of an Expedition to the Zambezi and 

its Tributaries, with the Discovery of the Lakes Shinra and Nyassa. 
Map and Illustrations. Svo. 21«. 

Last Journals in Central Africa, from 1865 to 



bis Death. Continned by a Narrative of his last moments and snfTer- 
ings. Bj Rev. Hoiuca Wallbb. Maps and lUnstrationa. 2 Vols. 
Svo. 28s. 

LIVONIAN TALES. By the Author of " Letters from the 

Baltic." Post Svo. 2». 
LOCH'S (H. B.) Personal Narrative of Events during Lord 
Elgin's Second Embassy to China. Second Edition. With Illustrations. 
PostSvo. 9«. 
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LOCKHART'S (J. G.) Ancient Spanish BaUada. Hiatorical and 
Bomantie. TnuuUted, with Notes. Nma MtUtum, With Portndt and 
lUnstratioiUi. Crown 8to. 6*. 

Life of Theodore Hook. Fcap. Syo. la, 

LONSDALE'S (Bishop) Life. With Selectiona from his Writings. 
B7 E. B. DsiTMOK. With Portrait. Crown 8to. lOt. 6d. 

LOUDON'S (Mas.) Gardening for Ladies. With Directions 
and Calnidar of Operationa for Every Month. MghtkliUhii. Wood- 
enta. Feap.Sro. 8«. 6<i 

LUCKNOW : A Lady's Diary of the Siege. Fcap. Syo. 4«. 6d. 
LTELL'S (Sn Chaelbs) Principles of Geology; or, the Modem 

Changes of the Earth and ita Inhabitants oonsidered as iUustratiTe of 
Geology. XUventh BdUwn. With Illustrations. 9 Vols. 8to. 8S«. 

Student's Elements of Geology. Second SdUion, With 

Table of British Fossili and 600 Illostrations. PostSro. 9«. 

Geological Eyidences of the Antiquity of Man, 



including an Outline of Glacial Post-Tertiary Geology, and Bemarks 
on the Origin of Species. Fourth XditiM. Illustrations. Svo. lU. 

(E.M.) Geographical Handbook of Ferns. With Tables 



to shoir their Distribution. Post 8to. 7». 6d, 

LTTTELTON'S (Lord) Ephemera. 2 Yols. Post 8to. 19«. ed. 
LYTTON'S (Lord) Memoir of Julian Fane. With Portrait. Post 

8ro. 6»» 

MeOLINTOCK'S (Sn L.) Narratiye of the Disooyery of the 
Fate (^ Sir John Franklin and his Companions In the Aietlo fleas. 
Third Edition, With lUustrations. PostSvo. 7<. (kf . 

MACDOUGALL'S (Col.) Modem Warfare as Influenced by Modem 

Artillery. With Plans. PostSro. lit, 
MACGREGOR'S (J.) Rob Roy on the Jordan, Nile, Red Sea» Gen- 
nesareth, &o, A Canoe Cruise in Palestine and Egypt and the Waters 
of Damascus. Oheaper Sditioit. With Map and 70 Illustrations. 
Croirn 8to. 7«. 6d. 

MACPHERSON'S (Major) Sendees in India, while PoUUcal 

Agent at Girallor during the Mutiny. Illustrations. 8to. 12«. 

MAETZNER'S ENGLISH GRAMMAR. A Methodical, Analytical, 
and Historical Treatise on the Orthography, Prosody, Inflections, and 
Syntax of the English Tongue. Tnmslated from the German. By 
Claib J. Gbxcx, LL.D. 8 Vols. flro. 86«. 

MAHON (Lobd), see Stavhopb. 

MAINE'S (Sia H. Sumhir) Ancient Law : its Connection with the 
Early History of Society, and its Belation to Modem Ideas. Fifth 
MditioH. Svo. 12«. 

Village Communities in the East and West Second 

Bdition, 8ro. 9«. 

Early History of Institutions. 8to. 12«. 



MALCOLM'S (Sib Johx) Sketches of Persia. Post 8to. 8«. ed. 
MANSEUS (Dbah) Limits of Religious Thought Examined. 

F^th Edition, Post 8to. 8s. 6d. 

Letters, Lectures, and Papers, including the Phrontis- 

terion, or Oxford in the XlXth Century. Edited hy H. W. Chandlbb, 
M.A. 8vo. I2s. 

Gnostic Heresies of the First and Second Centuries. 



With a sketch of his life and character. By Lord Oabka&toit. 
Edited hy Canon Liohtfoot. 8ro. IDs. 6d. 
MANUAL OP SCIENTIFIC ENQUIRY. For the Use of 
Travellers. Edited by S» J. F. Hbbschbl & Rbt. R. Mi.nr. Post 8yo. 
8f . 6(1. (PiOKthed bp order of tils l^ordf of the AdmvrdUy.) 



MABCO POLO. The Book of 8er Marco Polo, the YenetUm. 
Conoerning tbe Kingdoms and MarreU of the East A neir English 
Version. Illastrated by the light of Oriental Writers and Modern 
Travels. Bj Cou Hbvbt Yuls. Xfrna BdUim, Maps and Illnstta- 
tioBS. 2 Vols. MediomSye. A2t, 

HABKHAH'S (lias.) History of England. From the First InT»- 
■ton Itj the Bonuuu to 1867. Woodents. ISmo. 8«. 6d. 

History of France. From the Conquest by the 

Gauls (0 1861. Woodeats. ISmo. Zt,9d, 

History of Qermany. From the Invasion by Ifarins 

(0 1867. Woodeats. ISmo. 39,6d, 

— ^— ^— (CLsmm B.) Trarels in Pent and India. ICaps 

and Illustrations. 8to. 16s. 
HABBTAT'S (Josiph) History of Modem and Medi»Tal Pottery 
sad Poreelaln. With a Description of tbe Manofiaetare. Tkkrd 
Edition. Plates and Woodeats. 8to. 42s. 

MABSH'S (G. P.) StndenVs Manual of the English Language. 

PostSTO. 7s.6tf. 
MATTHIJi'S GBEEK GBAMMAB. Abridged by Blomfiild. 
Seoi$ed by E. 8. Cbookb. 12mo. 4s. 

MAUBEL'S Character, Actions, and Writings of Wellington. 

Feap.8T0. ls.6dL 

MAYinrS (Caft.) Four Tears in British Columbia and Yan- 

eoayer Island. niastratlonB. 8to. 16s. 
MEADE'S (Hov. Hiebibt) Bide through the DUturbed Districts of 

New Zealand, with a Crnise among the South Sea Islands. With Illas- 

trations. Medium 8to. 12s. 

MELVILLE'S (HnMAnr) Marquesas and South Sea Islands. 

2 Vols. Post 8^0. 7s, 

MEBEDITH'S (Mas. Chablm) Fotes and Sketches of Few South 

Wales. PostSro. 2s. 
MESSIAH (THE) : The Life, Travels, Death, Besurtection, and 

Asoensloa of oar Blessed l4ord. B7 A Layman. Map. 8^0. • 18s. 

MILLINGTON'S (Bit. T. S.) Sigils and Wonders in the Land of 

Ham, or the Ten Plftgnes of Egypt, w4tb Ancient and Modern lUosttap 
tions. Woodeats. PostSro. 7»,6d. 

MILLS' (Bit. Johv) Three Months' Besidence at Nablns, with 

an Account of the ModemSamaritans. Ulnstrationt. Post Sro. IDs. dd. 
MILMAN'S (Dban) History of the Jews, from the earliest Period 

down to Modem Times. Fourth Edition. 8 Vols. Post Sto. 18s. 
Early Christianity, from the Birth of Christ to the 

Abolition of Paganism in the Soman Empire. Fourth Edition. 8 Vols. 

Post Syo. 18s. 

LaUn Christianity, including that of the Popes to 

the Pontificate of Nicholas V. Fourth Edition, 9 Vols. PostSvo. 64s. 

Annals of St. Paul's Cathedral, from the Bomans to 

the funeral of Wellington. Second Edition, Portrait and lilustcmtions. 
8vo. 18s. 

Character and Conduct of the Apostles eonsiderad 

as an Evidence of Christianity. Syo. 10s. 6(1. 

— Qaintl Horatii flacci Opera. With 100 Woodcuts. 

Small Svo. 7s. 6d. 

_ Life of Quintus Horatius Flaccus. With Illustra- 
tions. 8vo. 9s. 

Poetical Works. The Fall of Jerusalem — Martyr of 

Antiocb—Balshazzar— Tamer— Anne Boleyn— Fazio, &c. With Por- 
trait and Illustrations. 8 Vols. Fcap. Svo. 18«. 

Fall of Jerusalem. Fcap. Sto. 1». 

— (Capt. B. a.) Wayside Cross. Post Svo. 2s. 



S 
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MICHIE'S (Albumdu) Siberian OrerUnd Route from Peking 

to Petenburg. Mam and lUuatntloiui. 8to. lOf. 
MODERN DOMBSTIO GOOKBRT. Founded on Principles of 

Economy and Praiitf wJ Knowledge. N^mBdMotk, Woodeoti. Fom.8to. b», 
MONGRBDIBN'S (Avousrus) Trees and Shrubs for English 

PUnUtlon. A Meoklon end DMoripUon of tbo most Onuunental 

whieh will flourish la ths open air in our ellButte. With ClMtifled 

Llfta. With 80 ninstnitioni. Sro. Idf. 

MOORE k JACKMAK on the OlemailB as a Garden Flower. 

Deocriptloni of tho Hardy Bpoetas and Variotios, with Dixeetiont for 
their ColtiTation. 8to. 10t.M. 

MOORE'S (Thomis) Life and Letters of Lord Byron. Cabinet 
Smtiom, With Plates. 6 Vole. Foap. 8to. lSt,\ Popular XdUian, 
with Portraits. BoyalSfO. 7«.M. 

MOSSMAN'S (Samvbl) New Japan; the Land of the Rising Son ; 
its Annals and Progress daring the past Twenty Years, reoordingthe 
remarkable Progress of tlie Japanese in Western CiTiiisation. With 
Mu». 8to. lit, 

MOTLEY'S (J. L.) History of the United Netherlands : from the 

Deathof William the Silent to the TwelveTean' Trace, 1609. LOrarg 
EiHtUm. Portraits. 4 Vols. Sro. 60t. ObMMf EMHtm, 4 Yoia. Post 
8to. 9b, eaeh. 
■ Life and Death of John of Bamereld, 

Advoeate of Holland. With a View of the Primary Cansee and 
MoyementsoftheThirty Years' War. Illastrations. 3 Vols. Sro. 28f. 

MOUHOTtl (Hbvbi) Slam, Cambojia^ and Lao ; a Narratire of 

Trayels and DisooTsrlee. Illastrations. Svols. 8vo. 

MOZLETS (Cakov) Treatise on Predestination. 8to. 14«. 

PrimitireDoetrineof BaptismalRegeneration. Sro. 7ii6<2. 

MUNDTS (OnmaiL) Pen and Pencil Sketches in India. 

TUrd SiUiom. PUtes. Post 8vo. 7«.6d. 

MUNRO'S (GnriEiJi) Life and Letters. By Bit. G. B. Glu^. 

PostSro. 8».6d. 

MUROHISON'S (Sn Roonton) Russia in Europe and the Unl 

Mountains. With Goloued Maps, Ae. SVols. 4to. 62.6s. 
Silnria ; or, a History of the Oldest Rooks con- 
taining Organie Remains. F^fthEdMon, Map and Plates. 8to. 16f. 
Memoirs. With Notices of his Contemporaries, 



and Rise and Progress of Patooioie Geology. By Abohibald Qbius. 
Portraits. SVoIs. 8to. 

MURRAY'S RAILWAY READING. Containing:— 



WaiiUMMO*. B/ Loaa luatMBaa. M. 
MiKBOBOii *■■ Okasb. 1«. 
Mviie ABB Dbbii. 1«. 

MILMAB'I f A&b OV JBBVIAftBM. U. 
MABOB*l'*rOBT1-flTB.'' S«. 

LivB ov Tbbodobb Hook. 1«. 
Dbbbb ov Natai, Dabibb. I«. M. 
Tbb Hobbi Bbb. 1«. 
Jlior'i VABbBi. St. 64. 

NiKBOB OB VBB TOBV. !«. td. 

▲bv ov Dibibb. 1«. 64. 



Mabob*b Joab ov Abo. 1«. 
Bbab'b Imibbab*. 3«.64. 
nuibob ob vbb roab. u. 

CbOKBB OB VBB OvXUrf>«iaB. U. 

Houwat'b Nobwat. St. 
MAOBBb's Wbuibbvob. 1«.64. 
Oambbblb'i Livb ov Baoob. Si. 64. 
Tbb f ik>wbb Oabbbb. U. 
Taiik>b'i Novbi vbok Lxvb. 3f. 
Bbjbovbb Abbbbmbi. 1«. 
Pbbb'i Hibvi OB Abblibb. 1«. 



MUSTERS' (Capt.) Patagonians; a Year's Wanderings over 
Untrodden Oroond from the Straits of Magellan to the Rio Negro. 
2nd Edition, Illastrations. PostSro. 7t,6d, 

NAPIER'S (Sib Chas.) Life, Joamals, and Letters. Second 
EdiHon, Portraits. 4 Vols. Post Sro. 48*. 

(Sib Wm.) Life and Letters. Portraits. 2 Yols. 

Crown Sto. 98». 

English Battles and Sieges of the Peninsular War. 



Fourth SdUian, Portrait. Fost8\'o. 9«. 
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NAPOLEON AT PONTAINEBLBAU AND ELBA. A Journal 
of OoenrrenoM and Notet of ConrerMtloDf. B7 81B Nsn. Campbsll, 
C.B. With « Memoir. B7 Bky. A. N. C. Uaolacblav, M.A. Portrait. 
8to. l&r. 

NASMYTH AKD CARPENTER. The Moon. Oonndered aa a 
Planet, a World, and a Satellite. With Illuatratlona trom DrairingM 
made irith the aid of PowerfU Teleaoopet, Woodcnts, Ae. Second 
Edition, 4to. 80«. 

NAUTICAL ALMANAC (Thi). (By AvJOwnly.) ^2b. ed.[ 

NAYTLIST. (Monthly and Quarterly.) PoatSro. 

NEW TESTAMENT. With Short Explanatory Commentary. 
By Abohdbaoox Chubtov, M.A., and ABCHOvi-Ooir Baixl Jons. M«A. 
with 110 aathentio Views, &c. S Vole. Crown 8to. 2U. botmd. 

NEWTH*S(Saxuil) First Book of Natural Philosophy; an Intro- 
doetion to the Study of Statics, Drnamics, Hrdrostaticfi, Optici, and 
Acoustics, with numerous Examples. Small byo. 8«. 6d. 

I Elements of Mechanics^ including Hydrostatics^ 

, with numerous Examples. Fifth XdMcn. Small Svo. 8§, 6d, Cloth. 
Mathematical Examinations, A Chradnated 



Series of Elementary Examples in Arithmetic, Algehra, Logarithms, 
Trigonometry, and Meebanies. Third Edition. Small Sro. 8«. 6d, each. 

NICHOLLS' (Sib Gioboi) History of the English, Irish and 

Seoteh Poor Laws. 4 Vols. Sro. 
NICOLAS' (Sia Habbis) Historic Peerage of England. Bxhi^ 

biting the Origin, Descent, and Present State of every Title of Peer- 

age which has existed In this Country sines the Conqnest. By 

William Coubtbops. 8to. 80s. 

NIMROD, On the Chace— Tnrf— and Road. With Portrait and 
Plates. Crown Sto. 6«. Or with Coloured Plates, 7«. 6tf. 

NORDHOFF'S (Chis.) Communistic Societies of the United 
states; including Detailed Accounts of the Sbalcers, The Amana, 
Oneida, BethelL Aurora. Icarian and other existing Societies; with 
Particulars of their Religious Creeds, Industries, and Present Condi- 
tion. With 40 Illustrations. Sro. IBs. 

OLD LONDON ; Papers read at the Archseological Institute. 

By yarious Authors. Sto. 12«. 

ORMATHWAITE'S (Lobd) Astronomy and Qeology— Darwin and 

Buckle— Progress and Ciyilisatioa. Crown Sro. 6f. 
OWEN'S (Lieut.-Col.) Principles and Practice of Modem Artilleiy, 
including Artillery Materia], Onnnery. and Organisatioii and Use ot 
Artillery in Warfare. Second Sdition, With Illustrations. Sro. 16s. 

OXENHAM'S (RiT. W.) English Notes for Latin Ele^aes ; dedgned 
for early Profleients In the Art of Latin Versiileation, wiftii Pvefttery 
Bules of Composition ia Elegiae Metre. F{/th BdMom, Iftno. B§. ti. 

PALGRAYE'S (R. H. I.) Local Taxation of Great Britain and 

Ireland. Sto. 6t. 

NoTis OH Bankikg ih Grbat BmTAni ahd Iae- 

LAiTD, Swsoair, Dbiticabk, avd Hambubo, with some Bemarfcs on 
the amount of Bills in circulation, both Inland and Foreign. Sre. 6f. 

PALLISER'S (Mas.) Brittany and ito Byeways, its Inhabitants, 
and Antiquities. With Illustrations. Poet Sro. ISf. 

Mottoes for Monuments, or Epitaphs selected for 

General Use and study. With Illustrattons. Crown Sro. 7s.6dL 

PARIS' (Da.) Philosophy in Sport made Science in Earnest ; 
or, the First Principles of Natural Philosophy inculcated by aid of the 
Toys and Sports of Youth. Ninth SdUion. Woodcuts. Post Svo. Ja.Bd. 

PARKMAN'S (Prahcis) Discovery of the Great West ; or, The 
Valleys of tbe Mississippi and the Lakes of North America. An 
Historical Narrative. Map. Svo. lOf.Sd. 
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PARKTKS* (MAVsniu)) Three Yean' Beiidence in Abyssinia: 
with Trayels in tht^t Country. Seomtd XdUim, with Ilhutrations. Post 

PEEK PBIZE ESSAYS. The Maintenance of the Church of 
England m an Established Chnrdi. Bj Rsr. Chablks Holb— Bvt. 
R. WATSov Dixov —and Rky. Julius Lloto. Sto. 10«. fkL 

PEEL'S (Sn Bobibt) Memoirs. 2 Yols. PostSyo. 15e. 
PEKN'S (Biohard) Maxima and Hints for an Angler and Chesa- 

player. Woodcnts. Feajf.Sro. 1«. 

PERCrrS (Joftir, M.D.) MetaUnrgy. YoL L, Part 1. Fuel, 
Wood, Peat, Coal, Charcoal, Coke, Refractory Materials, Fire-Clajs, 
&e. 8eo9nd Edition. With lUostrations. 8to. 24«. 

VoL L, Part 2. Copper, Zinc, Brass. Second Edition* 

With lUostrations. 8to. (In the I¥e8$.) 

YoL IL Iron and SteeL JNTew EdUion. With lilos- 



trations. 8yo. ( Jn Jhnparation.) 

— Yol. III. Lead, indnding Deailyerization and Cupel* 

latioB. With lUostrations. 8vo. dOs. 

Yols. lY. and Y. Gold, Silrer, and Mercury, Platinum, 



Tin, Nickel, Cobalt: Antlmooy, Bismntb, Arsenie, and other Metals. 
With lUostrations. 8to. {In lYeparatimt.) 

PERSIA'S (Shah of) Diary during his Tour through Europe in 
1873. Translated from the Original. By J. W. Rbohoubb. With 
Portrait and Coloored Title. Crown 8to. 12«. 

PHILLIPS' (JoHv) Memoirs of William Smith. §yo. 7i.6d 

Gedogy of Yorkshire, The Coast, and Limestone 

Bistriet. PUtes. 4to. 

Riyers, Mountains, and Sea Coast of Yorkshire. 



With Essays on the Climate, Scenery, and Andent Inhabitants. 
SeeondSditiontFMm, Syo. IBs. 

(Samuil) Literary Essays from " The Times." With 



Portrait. 2 Yols. Feap.Sro. It, 

PICK'S (Db.) Popular Etymological Dictionary of the French 

Langoage. 8yo. 7»,ed, 
POPE'S (ALiXAHnn) Works. With Introductions and I^otes, 

byRBT.WHiTwnLLELWiir. Yols. I., IL, VI., VII., VHI. With For- 

traits. 8yo. 10«. 6d, each. 

PORTER'S (Rsy. J. L.) Damascus, Palmyra, and Lebanon. With 
Trayels among the Giant Cities of Bashan and the Uaoran. New Edition, 
Map and Woodeots. PostSro. 7«. 6dL 

PRAYERrfiOOK (Illustrated), with Borders, Initials, Yig- 
nettes, 4ke, Edited, with Notes, by Ret. Thob^ Jamks. Mediom 
8yo. 18«. eloth ; SU. Bd, calf; 88*. fnoroooo, 

PRINCESS CHARLOTTE OF WALES. A Brief Memoir. 
With Selections from her Correspondenoe and other unpublished 
Papers. By Laot Ross Wsioall. With Portrait. 8vo. 8«. 6(1. 

PUSS IN BOOTS. With 12 IlluatrationB. By Otto Spiokter. 

ISmo. It, 6(2. Or coloured, 2«. Bd. 
PRINCIPLES AT STAKE. Essays on Church Questions of the 

Day. 8vo. 12«. Contents:— 



Bitoalism and Uniformity.— Benjamin 

Shair. 
The Episcopate.— Bishop of Bath and 

Wells. 
The Priesthood.— Dean of Canterbury. 
National Education.— Bey. Alexander 

R. Grant. 
Doctrine of the Eoeharist.— Bey. G. 

H. Sumner. 



Scripture and Ritual. — Canon Bernard. 
Church in Sooth Aidoa. — Arthor 

Mills. 
Schismatical Tendeney of Ritoalism. 

— Bey. Dr. Salmon. 
Revisions of the Liturgy.— Bey. W. G. 

Humphry. 
Parties and Party Spirit— Dean ot 

Chester. 
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PBIYT COUNCIL JUDGMBKTS in Eoclesiutical OaBas* 

fating to Doeferlne and Discipline. With Hiatorieal IntrodoctioD, 
bj O. C. Bbodmck and W. H. Fbbmaxtlb. Sto. 10*. td, 

qUABTEBLT BSYISW (Thi). Syo. 6«. 

RAMBLES in the Syrian DeierU. Post 8to. 10«. 6<2. 

BAKKE'S (Liopold) Hiitoiy of the Popes of Borne daring the 
leth and 17th Centuries. Translated from the Germaa bf Babah 
Auenir. ThkdJBditUm, 8 Vols. 8to. 80«. 

BASSAM'S (Hobmvzd) Karratiye of the BritLsh Miieion to Abyi- 
■inia. With Notlees of the Coontriee TraTened from Maieoirah to 
Magdala. lUoatrationa. 9 Tola. 8to. 88*. 

BAWLINSON'S (OAiroir) Herodotnt. A New English Yer- 
sion. Edited with Netes and Eitwys. Third EiMam, Mape and 
Woodeat. 4 Vols. 8^0. 

7iye Great Monarchiee of Chaldna, Aaayria, 

MedU, Babylonia, and Portia. Third Edition. With Mi^ and Illna- 
tratlona. 8 Tola. 8to. 42c 

(Sir Hevbt) England and Buitia in the East ; a 



Seriei of Papers on the Politieal and Oeographieal Condition of Central 
Ada. Map. 8to. 
SEED'S (E. J.) Shipbuilding in Lron and Steel ; a Practical 
Treatise, giving fiiU details of Construction, Processes of MsaofactnTe, 
and Boildiiig Arrangements. With 6 Plans and iSO Weodcnts. Svo. SOt. 

■ Iron -Clad Ships; their Qualities, PerformaneeSy and 

Cost With Chapters on Turret Ships, Iron-Clad Bams, 4c. With 
Illustrations. 8yo. lis* 

BBJBOTED ADDBESSES (Tn). By Jambs abb Hobaob Smrh. 

New Edition. Woodcuts. Post 8vo. 3i.ed,\ or JbpkUnr Edithih Fcap. 
8to. U. 

BEKKIE'S p. 7.) British Arms in Peking, 1860. Post Sro. I2t. 

Karratiyeof the British Embassy in China. lilos- 

trations. 9 Vols. Poet8vo. %U. 

Story of Bhotan and the Dooar War. Map and 



Woodcut Post8TO. 19s. 

BESIDENCE IN BULGABIA ; or, Kotes on the Besoorees and 
Administration of Turlcey, Ae. By 8. 0. B. Sr.CLAia and Chablbs A. 
Bbopht. 8to. I2i. 

BETKOLDS' (Sn Joshua) Life and Times. By C. B. Lisldi, 

ILA. and Tom Tatlob. Portraits. 9 Vols. Sro. 

BICABDO'S (David) PoUtical Works. With a Kotiee of his 

LifSs and Writings. By J. B. MH:Iulloob. NewEiUUm. Bwo. ISs. 

BIPAnSI (Fathu) Thirteen Tears' Besidenee at the Court of Peking. 

Post8TO. 9s. 

BOBEBTSOK'S (Cavor) History of the Christisa Chnreh, from 

the Apostolic Age to the Reformation, 1617. lAbrartf Edition. 4 Vols. 
8to. Cabinet Edition. 8 Vols. PostSvo. 8s. each. 

How shall we Conform to the Liturgy. 12mo. 9a 

BOME. See Liddill and Smith. 

BOWLAND'S (David) Manual of the EngUsh ConstitaUon. 

Its Bise, Growth, and Present State. Post 8vo. 10«. &C. 

Laws of Nature the Foundation of Morals. PosiSyo. 6tf. 

BOBSON'S (E. B.) SCHOOL ABCHITECTUBB. Being Prac- 
tical Remarks on the Planning, Designing, Building, and Fumisbiog 
of School-houses. With 800 Illustrations of School-buildings in ali 
Parts of the World, drawn to scale. Medium 8vo. 81«. 6dL 

BUNDELL'S (Mas.) Modem Domestic Cookery. Fcap. 8yo. 5«. 
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BUXTON'S (GioBoi F.) Trarels in Mexico; witli Adyentnret 
among the Wild TribM and AnlQuOa of fhe PniilM and Boeky Monn- 
tains. PoBtSro. 8».dd. 

BOBINSOITS (Bby. Db.) Biblical ReBcarches in Palestine and the 

Adjacent Reglomi, 1888— 68. TMrdSMtUm. Mape. 8 Vols. 8to. 42«. 

Physical Qeographj of the Holy Land. Post 8vo. 

10t.6d. 

(Wx.) Alpine Flowers for English Qardens. New 



JUUtiam. With 70 lUostrationfl. Crown 8yo. INearlt/ ready. 

Wild Garden ; or, our Grores and Shrabberies 



made beAotiftil by the Nataralisation of Hardy Exotic Planta. With 
Frontiiplece. Small S^o. 8*. 

Sab-Tropical Garden ; or, Beaaty of Form in the 



Flower Garden. With Illua'trationi. Small SVo. 7«. 9d. 

SALE'S (Sib Robibt) Brigade InA^hanistan. With an Aooonntof. 
the Defence of Jellalahad. By Bit. O. R. Qlixo. Post 8to. J«. 

SCHLIEMANK'S (Db. Hbhbt) Troy and Its Remains. A Narra- 

tiye of Besearebes and Dlsooyerles made on the Site of Ilium, and iu 
the Troji^n Plain. Edited by Philip Smith, B.A. With Mafts, Plans, 
Views, and 600 lUoRtrations of Objects of Antiquity, ice. Medium 8^0. 

SCOTT'S (Sib G. G.) SeenUur and Domestic Architecture, Present 
and Future. Sro. 9s. 

(Dbav) UniTersity Sermons. Post 8to. 8«. Hd, 

SHADOWS OF A SICE ROOM. Second EdUion. With a Pre- 

fisMC by Canon LiDuov. 16mo. 2t 6d. 

SCROPE'S (G. P.) Geology and EzUnct Tolcanoes of Central 

France. Illustrationa. Medium 8^0. 80«. 
SHAW'S (T. B.) Manual of English Literature. Post 8yo. 7«. 6d, 
Specimens of English Literature. Selected from the 

Chief Writers. Postaro. 7s.6dL 
(Robbbt) Tlsit to High Tartary, Yarkand, and Eashgar 



(formerly Chinese Tarta^X "^d Return Journey oyer the Karakorum 
Pass. With Map and Illustrations. 8yo. 16«. 

SHIRLEY'S (Etbltb P.) Deer and Deer Parks; or some Account 
of English Parks, with Notes on the Management of Deer. Illus- 
trations. 4to. 91s. 

SIERRA LEONE ; Described in Letters to Friends at Home. By 

A Li.DT. Post 8to. 8». 6d. 

SINCLAIR'S (Abohdeaoon) Old Times and Distant Places. A 

Series of Sketches. Crown Syo. 
SMILES' (Samvbl) Lires of British Eng^eers ; from the Earliest 

Period to the death of the Stephenaons. With Portraits and Illustra- 
tions. Oabimet Edition, 6 Vols. Crown Syo. 7<. 6</. each. 

Lives of Geoxge and Robert Stephenson. Library Edition, 

With Portraits and Illustrations. Medium 8vo. 2U. 

Lires of Boulton and Watt. Library Edition, With 



Portraits and Illustrations. Medium 8ro. 21«. 

— Self-Help. With Illustrations of Conduct and Perserer- 
ance. PostSro. 8«. Or in French, 6«. 

— Character. A Compsjiion Volume to "Sblf-Hblp." 

Post Bvo. 6s, 

— Industrial Biography : Iron-Workers and Tool-Makers. 

Post 8vo. 6«. 

— Boy's Voyage round the World ; including a Residence 

in Victoria, and a Journey by Rail across North Amurica. With 
Illustrations. Post Byo. 6$, 
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SMITH'S (DR. Wh.) DIctloD&rj of the Bible; lu Anliqnitiei, 
Blsftw^^, OcDgnphf, ud Nttunl 11111017. IHiutrkUotia. S Vola. 

ChH»Uan AntlqiiiiiM. Compmiog 

vl5n *Byo''Vd"l!'"''"''' " ' " ' " * *(VMf-ly"^tf' 

-~ — BiographvaniiDoolriDeB; 

from tiiD 'I'lnei of Iha ApoeUea to tlie Age of duirlf rn'niine. Svo. 

Canelsa Blbls DietloiurT, Witli SOO lllnBtraliDaa. 

Bniallsr BlhU McUomij. With IUd«It»Uoim. PmI 

an. Tt.«A 
■■ AllM of Andent Gcocrapliy— Bililical Mid ClMUcal. 

<ep«rl»,| r„ll,.. tU.aub. 
~ Greek and Bomu Antlqidtiai. With SOO IHutnUouB. 

Blognpby ud UTtlioIogj. With 

KU Illuiiruioiu. S Vola. MtdlonS*!). 4Hm. 

OMgr^kr, S T^ With BOO 
lUnurulom. UtdJuDSTO. osi. 

Cluiieol Kaionaxj of Hjtholo^, BlognphT, and 

OtognphT. I Vol. with TW Woo4«li. Sts. Ui. 
■ Sntller CUwdol Dletlonur. With 200 WoodcnU. 

tireekuxlBomaiiADtlqaltlM. With 300 Wood- 
ma. Crewa 8td. 7i.M. 

UUn-Engliab DictioMry. With Tables o T th« BoBkn 

■^-^-^ Smaller Lalin-Kogli»h Diclionuy. 12mo. 7«. M. 
' Engluh-Luin DlcUcmmrj. Medium 8*0. 2U. 

■ Smtlkf Engliah-lAtinDiclioojjy. 12mo. T* «A 

■ School .M&nual at Gogjiah Ombbw, vith Oopiotu 

KihvUh. PMIiriK U.tJ. 

I'rimuj Englub OmBmu. lemo. li. 

IltiUirv of BriUin. ISmo. 2s. id. 

Pnsfh Prineipin. P»rt 1. A Orunnu-, DolMtol, Eur- 

()■•■. IklxlVMabutulH. IteM. -VM. 

■ Prindpia l^Una— I*an I. A Qi«miiiar, DelMtiu, ud 
l»« - rnWIt ScMol rrtmtc.- llnu. h.M. ""* 



Pan ni. A Latis Pooti? Boot. 



Part IT l^tin Pron Oamft^Om. 
Pan V. Short TalH ud AseedolM 
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SMITH'S (DB.WM.)Tacitn8, Germania, Agricola»&c. WithEoglisk 

Notes. 12mo. S$. 6d. 

Initia Gneca, Part I. A Grammar, DelectoB, and 

Exereiie-book. With YocabaUries. 12mo. St.Bd, 

Initia GrsDca, Part IL A Beading Book. Containing 



Short Tales, Anecdotes, Fables, Mythology, and Gredan History. 
12mo. 8«. 9d. 

Initia Grseca, Part IIL Greek Prose Composition. Con- 



taining the Rales of Syntax, with coploos Examples and Exerdsei*. 
18mo. 3». 6tL 

Student's Greek Grammar. Bj Pbofbssor Cubtius. 



Post 8to. St. 

— Smaller Greek Grammar. 12mo. Zs. 6d, 

— Greek Accidence. Extracted from the above work. 
12mo. 2m. ed. 

Plato. The Apology of Socrates, the Crito, and Part of 
the Phssdo; with Notes in Euxlish from Stallbaom and Schlelerma- 
cber's Introduetions. ISmo. 8«. 6d. 

— Smaller Scripture History. Woodcuts. 16mo. 



St.ed. 



Ancient History. Woodcuts. 16mo. Ss. 6d. 

Geography. Woodcuts. 16mo. 3^. 6d, 



Rome. Woodcuts. 16mo. ^. 6d. 

• Greece. Woodcuts. 16mo. 8«. 6d. 

• Classical Mythology. With Translations from 

the Poets. Woodcuts. 10mo. 8«.6i. 

— History of England. Woodcuts. 16mo. Za, 6d. 

— English Literature. 16mo. Zs. 6d, 

— Specimens of English Literature. 16mo. Z8.6d. 
(Phiup) History of the Ancient World, from the 



CT«ation to the Fall of the Roman Empire, a-d. 456. Fourth Bdition. 
8 Vols. Qro. Sl$.6d. 

(RiT. A. C.) Nile and its Biuki. Woodcuts. 2 Vols. 



Post Sto. 18s. 

SIMMONS' (Capt.) Constitution and Practice of Courts-Mar- 
tial; with a Bommary of the Law of Evidenee, and some Notice 
of the Criminal Law of England with reference to the Trial of Civil 
Offences. Sixth BditUm, 8vo. 15«. 

STANLEY'S (D«am) Sinai and Palestine, in connexion with their 

History. Viih Thoutand. Map. Bvo. lU. 

^- Bible in the Holy Land ; Extracted from the above 

Work. Second Edition. Weodents. Fcap. Sro. 29 6d. 

History of the Eaitem Church. Fourth Edition, 

Plans. Svo. 12«. 

— ~-^— ^ Jewish Church. Fifth Edition, 



Svo 24s 

'. Church of Scotland. 8fo. 7s. 6d. 

Memorials of Canterbury CathedraL Fi/Vt Bdition, 



Woodcuts. Poet Svo. 7#. 6d. 

Westminster Abbey. Third Edition. 



With Illastrations. 8vo. 21«. 

Sermons during a Tour in the East 8to. 9«. 

on Eyangelical and Apostolical Teaching. 



Post 8vo. 7«. 6tf. 
AdDBISSM imp ChABOBS Of TBI LATI BiSHOP StAMLIT. 



With Memoir. 8to. \0i.9d. 
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STUDENTS OLD TESTAMENT HISTORY ; from the Creation 
to the Return of the Jews from Captiritf. MapM and Woodcuts. Poet 
8vo. 7«. 6d, 

NEW TESTAMENT HISTORY. With an Intro- 
duction oonnecttnR the Hietory of the Old and New Testaments. Maps 
and Woodcuts. PostSvo. 7t.6d, 

ANCIENT HISTORY OF THE EAST; Egypt, 



AssTTia, Babylonia, Media, Persia. Asia Minor, and Phoenicia. By 
Philip Bute. Woodcuts. Post.Sro. 7s. Bd. 

GEOGRAPHY. By Riy. W. L. Bitav. 



Woodeots. Post 8to. 7i. 6d. 

HISTORY OF GREECE; from the EarUeet 



Times to the Roman Conquest By Wm. Biqtb, D.C.L. Woodcuts. 
iSrownSvo. 7s. (U. 
%* Queetions on the abore Work, 13mo. 8s. 

HISTORY OF ROME; from the Earliest Times 



to the Estoblishment of the Empire. By Dbav Lzddxxx. Woodcuto. 
Crown 8vo. 7«. 6<l. 



GIBBON'S Decline and Fall of the Roman Empire. 

Woodcuto. Poet 8to. 7«. 9d. 

HALLAM'S HISTORY OF EUROPE daring the 



Middle AftesL PoetSro. 7«.6d. 

HUME'S Hittorj of England from the Inraaion 



of Julius Casar to the RcTolntioii in 1688. Continned down to 1868. 

Woodcuto. Poet Bre. 7s. 6d, 

*••* Questions on the shore Work. ISmo. Is. 
HALLAM'S HISTORY OF ENGLAND ; from the 

Accession of Henry YII. to the Death of George II. Post 8to. 7«. tfd. 
ENGLISH LAKQUAGI. By Gio. P. MikBSH. 

PosISto. ys.6iL 

LITBRATUBEL By T. B. Shaw, MJL 

PoetSro. ys.6d. 
SPECIMENS of Engliah Literature from the Chief 

Wif tare. By T. B. Bbaw, Post 8to. Ts. Bd. 

HISTORY OF FBAKCB ; from the Eariieai OSmea 

to the KstabUshmeat of the flseead iBpin, IBBB. By Rbt. H. W. 
Jbetis. Woodents. PostBvoi rs.Bd. 



MODERN OBOOEAPHY ; Mathematieal, Phyii. 

Ml»aad n is ctl pttve. By Rbt. W. L. Bvtav. Woodeats. PoetBro. 7«.6dL 

MORAL PHILOSOPHY. Bj William Flsmibo^ 

IXD. PodSvoL 7s. 6d 

BLACKSTONE'3 Commentariea on the Lawa of 



Kaglaad. By R. Malcolm Kna, LL.D. PeetSvo. 7«.«l. 
ECCLESIASTICAL HISTORY. A Hiatoiy of the 

ChrUtlan Churvh Araes Its Po— datjoa to the Ere of 1h» Protoetoat 
Rvfrmaliocu By Pntur Sxrra* RJk. PoetSvoi f9 9d, 

S^PALDINQ-S (Captaiv) Tale of Frithiot TranaUted from the 

Swedish of Ksi4S Tiosrsm. Post Sro. 7s. 6flL 

STEPHEN'S (Rbt. W. R) Life and Timea of St Chiyaoitonu 

With Pwrtralt, evw. Us. 

n. JOHtrS (Cttaaiw) WUd ^porla aad Katual Hkteiy eT the 

HtgUaads. PmI8v«. S».iiA 
— — ^— (Batui> Adrtniaxai in Ike Libyan DoMrt. Poei8TOw 2c 
STORtfiS FOR DARUNO;^ With IBaalralioaa. Itaa 5«. 
$tRllKT9 \0« B.) Q^lhic ArvMt«ctnre in Spain. From Penoaal 

— Uv>4hw AtvhUipctar« in Italy, chiefly in Brick and 

M^rN^ vruit N«?lM s?/' TVon ta tte >\!rt& ef lulr. Stamd Kditimu 
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STANHOPE'S (Earl) England dnrmg the Beign of Qaeen Anne, 
1701—13. Library Bdiiian, 8to. IS$, Cabinet JBiUion, Portrait. 2 Vols. 
PostSro. lOt. 

^'from the Peace of Utrecht to the 

Pwice of Venames, 1718^.' Librarff KiUion, 7 Tob . 8to. 93$, 
Cabinet Ediium, 7 ToUa, PostSro. fif.eaeb. 

BritiBh India, from itB Origin to 1783. 8vo. 8».W. 

HiBtoiy of " Porty-Pive." PoetSyo. Za. 

^ Spain nnder Charles the Second. Poet 8to. 6s, 6d. 

Historical and Critical Essays. Post 8yo. 8«. 6d. 

Life of Belisarins; Post 8to. 10». 6dL 

Cond6. Po8t8YO. ^. ed. 

William Pitt Portraits. 4 Vols. 870. 2ia. 

Miscellanies. SYols. PostSro. 18s. 

Story of Joan of Arc. Pcap. 8vo. 1«. 

Addresses Delivered on Yarioos Occasions. 16mo. la. 



STYPPE'S (KjruTT) Strength of Iron and Steel. Plates. 8yo. 12a, 

SOMBRYILLB'S (Mabt) Physical Geography. Sieih BdiHan, 
Portrait Poet8yo. 9t. » r ^ , 

Connexion of the Physical Sciences. I^inih 

BdiHom. Portrait. Post8yo. 9«. 

Moleeolar and Microscopic Science. Ulustra^ 



tions. 9 Yols. FostSTO. 81«. 

Personal Beoolleotions from Early Life to Old 



Ag«. With Selections from her CoRwpoiidence. Fowrih Edition, 
P ortrait. Grown 8to. 18r. 

SOUTHErS (Bobut) Book of the Church. Post 870. 7a. M. 

lives of Banyan and CromwelL Post 8to. 2a. 

SWAINSON'S (Caron) Kicene and AposUes' Creeds; Their 

Literary History ; together with some Aoeoimt of " The Creed of St. 
Athanaslue." Sva 

SYBEL'S ( Yov) History of Europe dniing the French Bevolntion, 

1789—1795. 4 Vole. 8vo. 48t. 
SYMONDS' (Bey. W.) Becords of the Bocks; or Notes on the 
Geology, Natoral History, and Antiquities of North and Sonth Wales, 
Silnria, Deron, and GomwaU. With lUnetrations. Grown 8to. ISi. 

TAYLOB'S (Sib Hshbt) Notes from life. Fcap. 870. 2a. 

THIELMAN'S (Babon) Jonraey through the Caucasus to 
* Tabreez, Kurdistan, down the Tigris and Euphrates to Nineveh and 
Babylon, and aeross the Desert to Palmyra. Translated by Chas. 
Hbnbaob. 2 Vols. Post 8vo. 

THOMS' ( W. J.) Longevity of Man ; its Facts and its Fiction. 
Indnding Observations on the more Bemarkable Instances. Post 8vo. 
109.6(1. 

THOMSONS (Arohbishop) Lincoln's Inn Sermons. 8to. 10a, ^, 

Life in the Light of God's Word. Post Syo. 6*. 

TOCQTTEYILLE'S State of Society in France before the Beyolation, 

1789, and on the Ganses which led to that Event. Translated by Hskby 

Bbbvb. ind Edition, 8vo. IS9. 

TOMLINSON (Chablbs); The Sonnet; Its Origin, Structure, and 
Place in Poetry. With translations from Dante, Petrarch, &e. Post 
8vo. 9s, 

TOZEB'S (Bby. H. F.) Highlandsof Torkey, with Yisits to Mounts 

Ida, Aihos, Olympus, and Pelion. S Yols. Grown 8vo. 24«. 

Lectures on the Geography of Qreece. Map. Post 

8vo. 98, 
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TRISTRAM'S (Camon) Great Sahaxa. IlloBtrationB. Crown Syo. IBs. 
Land of Moab ; Travels and Diflcoyeries on the East 

Side of the Dead Sea and the Jordan. Second EditUm, IlIustrationB. 

Crowa 8vo. 16«. 

TWISLETON (Edward). The Tongae not Essential to Speech, 
with Illastrations of the Power of speech in the case of the African 
ConfesaorM. PostSvo. 8«. 

TWISS' (Hosaob) Life of Lord Sldon« 2 Y ols. Post Syo. 21«. 
TYLOB'S (E. B.) Early History of Mankind, and Deyelopment 

of Civilisation. Seoond EdUion, 8to. 1S«. 

Primitive Caltnre ; the Development of Mythology, 

Philosophy, Religion, Art, and Custom. Seeond Edition, 2 Vols. Bvo. 24«. 

YAMBERY'S (ABxiirius) Travels from Teheran across the Tarko- 
manDesertonthe Eastern Shore of the Caspian. Illastrations. 8vo. 21«, 

YAN LENNEP'S (Hhfbt J.) Travels in Asia Minor. With 
Illastrations of Biblical Literature, and Archaoology. With Woodcuts. 
2 Vols. PostSvo. 2U, 

WELLINGTON'S Despatches dnring his Gampaiims in India, 
Denmark, Portugal, Spain, the Low Countries, and Fraaoe. Edited 
by CoLOVEL GuBwooD. 8 Vols. 8to. 20«. each. 

^ — Supplementary Despatches, relating td India, 

Ireland, Denmark, Spanish America, Spain, Portugal, France, Con- 
gress of Vienna, Waterloo and Paris. Edited by his Son. 14 Vols. 
Svo. 90«. each. *«* An Index. 8to. 20«. 

Civil and Political Correspondence. Edited by 

his Sov. Vols. I. to V. Syo. 20«. each. 

Despatches (Selections from). Svo. 18*. 

Speeches in Parliament. 2 Yols. Svo. 42«. 



WHEELER'S (G.) Choice of a Dwelling ; a Practical Handbook of 
Useful Information on Building a House. Third Bditum, Plans. Post 
Sto. 7«. 6d. 

WHITE'S (Henrt) Massacre of St Bartholomew. Svo. 168. 

WHYMPEB'S (Edwasd) Scrambles among the Alps. With the 
First Ascent of the Matterhom, and Motes on GlMlal Phenomena. 
Second Edition. Illustrations. Svo. 21<. 

(Fbidibiok) Travels and Adventures in Alaska. 

ninstrations. Svo. 16«. 

WILBEBFORCE'S (Bishop) Essays on Yarioiur Subjects. 2 vols. 

Svo. 21«. 

' Life of William Wilberforce. Portrait. Crown 

Svo. 6$. 

WILKINSON'S (Sn J. O.) Popular Account of the Ancient 
Egyptians. With 600 Woodcuts. 2 Vols. Post Svo. t%$. 

WOOD'S (Captain) Source of the Ozns. With the Geography 
ofthe Valley of the Oxos. ByCoL.YuLB. Map. Svo. 12t. 

WOBDS OP HUMAN WISDOM. Collected and Arranged by 
E. 8. With a Preface by Canon Liddon, D.D. Fcp. Svo. Sa. Si. 

WOBDSWOBTH'S (Bishop) Athens and Attica. Plates. Svo. Bs. 

. Greece. Pictorial, Descriptive, and Historical. 

With 000 Woodcats. Royal Svo. 
YULE'S (Colonel) Book of Marco Polo. Illustrated by the 

Light of OrienUl Writers and Modem Travels. With Maps and SO 

Plates. 2Vo1b. MediamSvo. 42«. 

ZINCEE'S (Riv. F. B.) Winter in the United States. Post Svo. 
lOt.ed. 

BKAIIBVKT, AOMSW, ft CO., rRINTXKS, WmiSmXAM. 



